


























See page 42 for list of 
winners. See page 79 
for persons shown here 
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* QUTGOING MAIL - 


Udt HARMUNY 


All the sales weapons you can find—your telephone, your direct mail pieces, 
your personal selling visits—should work toward one goal: Sales. And they 
all have to work in harmony—and steadily—to keep the cash register ringing. 
® Smooth working of your whole sales-attack—with every branch doing its part 
—is the surest way to business and profits. Successful plumbers find that neg- 
lect of any one branch is reflected in lowered income. But the right coopera- 
tion between all results in increased activity. © The basis of every sales-effort 
is something to talk about. That’s why Scovill’s line of quality fittings—flush 
valves, shower, bath and lavatory fittings—is your best foundation. ® When 
you're talking Scovill, you’ve got plenty to talk about: Scovill’s reputation, 
Scovill construction, Scovill quality materials, Scovill design and style. And 
you'll find this pleasant result: Your cash register will talk the sweetest lan- 
guage you've ever heard—for Scovill products are based on fair profits for you. 


> & @ WV i 


SCOVILL MANUFACTURING COMPANY 


PLUMBERS’ BRASS GOODS DIVISION WATERVILLE, CONNECTICUT 


a 


















Scovill Flush Valves; Shower, Bath and Lavatory Fittings; Miscellaneous Plumbers’ Brass Goods 
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Vogel No. 1 — Many thousands in use in 
all ports of the country. Cannot freeze, 
no matter how cold the weather. 


@ Two-fired vitreous china bowl 
@ Low-down drum-shaped tanks 


@ Reinforced hardwood seats 
@ Top supply 


Everyone of these new and modern features make 
it easier for plumbers to sell the YQGEL Line. And 
the YQGEL Line is the profitable one for plumbers 

to handle. Tell your customers about these new con anaahn Semaenaneasdheltnaanas 
features, and at the same time remember the VOGEL ee ee Ten ae 
quality and dependability, which you have known ~ a E as 








for more than 25 years, is still there. 





Write for a supply of folders and blotters illustrat- 
ing the YQGEL Line, and use them to get more of 
this profitable business. 





JOSEPH A. VOGEL COMPANY 


WILMINGTON, DEL. cod ST. LOUIS, MO. 


Voge! No. 14 — Non-frost-proof. Vitreous 
chine bow!, heovy brass flush valve, 
reinforced hardwood seat ond drum- 
shaped tank 
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Merchandise Mart, Chicago 





Crane Flushing Valves 


1 Crane’s proving groundis an excellently equipped 
and expertly staffed series of testing labora- 
tories. Crane’s performance ground is the world. 


In every corner of it, Crane valves, fittings and 





plumbing and heating materials, daily demon- 





Sectional view of Crane No. C 13270 strate the quality of the engineering, materials, 
GUARDIAN Vacuum Breaker. Guardian 








* ” 
Vacuum Breakers can be fitted to any flush and manufacture which £0 into them. o 
valve; will prevent back siphénage and will Crane No. C 13002-A ALPHA a" 
function satisfactorily on any closet bowl. Among scores of other buildings equipped Water Conmelind Giaseed is 


Direct Line Flushing Valve. 
with Crane Flushing Valves, two striking per- 


formance grounds are the Merchandise Mart 


and the new United States Post Office in Chi- 


a5 Dg » 
2 « 


-— 


cago, where a total of 1353 Crane flushjng 
valves are in action. Mechanically dependable, 


uncomplicated, and neat in appearance, these 
P PP 





OP ah nage ew 
oe . » 


valves do their work well and have earned the 





enthusiastic acclaim of maintenance men where- 








Crane No. C 12901 DELTA Water Con- 
trolled Flushing Valve with GUARDIAN ever they are used. Crane No. C13119 BETA Water ¥ 
Vacuum Breaker. Controlled Flushing Valve. 


CRANE PLUMBING AND [ie 
-HEATING MATERIALS : 


MICH » CHICAGO, ILLINOIS «¢ NEW YORK: 23 W. 44TH ST. 


2 Branches and Sales ities: Tm Ol mel lal-la dm lal: Teta Cities 
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j j KU, WATER HEATERS 


in I { HIN uy NN No one questions the economy of the indirect water 
a “ See: EM i inci all indirect water heaters heat water, 





heating principle ... 

but their efficient operation is dependent upon keeping 
them free of lime deposits. In other words, cleanability is 
the measure of the period of their trouble-free operation. 
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**Liming”’ of indirect heaters is a source of trouble for users 
that often forces the trade to provide water heater service 
at a cost which eats up all the profit, or entirely bars it 
from lucrative specialty sales because of high service costs. 
qd, But ‘‘Kleen-Tube’’ removes the trouble from indirect 
water heating because it removes the cause of 90% of 
water heater troubles. ..for Kleen-Tube Heaters are really 
cleanable . . . in a few minutes’ time . . . without inter- 
rupting hot water service. @, Think what it means to you 

. in sales and profits. Think what it means to your cus- 
tomers to have ample quantities of hot water at the lowest 
possible expense and with NO TROUBLE. @, Don’t delay 
in getting the data on this hot water ‘‘trouble elimina- 
tor.”’ Send coupon below, attached to your letterhead. 


ADAMS ENGINEERING COMPANY, Inc. 


2607 WENTWORTH AVENUE CHICAGO 
Pianes cone commplese fa>. Name cic cciccctccccecscévccscscesene 
formation on Adams 
“Kleen-Tube” Water Address ..ccccccccsccscccccccccccccces 
Heaters. IES Lege ET EIS BIE State.... 





ATER, 


SERVICE 


NOT JUST WATER HEATERS 





be Adams 


T us, 
'*Kleen-Tube’’ a : 


Water Heater gets 
the maximum 
effectiveness in 
heating water be- 
cause it is easily 


cleanable and e 
beating surfaces 


need never be “in- 


sulated’’ with | . 
"scale ’? 


The tubes of the 


Adams "'Kleen- | 


Tabe’’ Water 
Heater are per- 
fectly straight and 
open at both ends. 
They are easily 
accessible for 
cleaning... both 
inside and outside. 

There are no un- 
get-at-able bends 

or spirals. 
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Please check below any automatic 
heating equipment that you sell. 


Gas Burner Stoker 
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ROTECT 


Your customers’ interests are yours. You 
expect to give them service — but not 
too much! It doesn't take many “free 
service” trips to eat up profits these 
days. Deming Water Systems save 
you and your customers time, temper 
and trouble and give that lasting de- 
pendable performance that you both 
need to make any sale a success. 


Among the many important features of Deming 
Water Systems are the following examples: 


The “MARVELETTE” For Shallow Wells 


Full Cushioned Power (insuring almost noiseless oper- 
ation). Repulsion-Induction Motor. Air Volume Control. 
Drop Forged Crankshaft. Capacity 250 Gallons per 
Minute. Heavy Galvanized Steel Tank. 


The “WORM DRIVE” For Deep Wells 


All working parts fully enclosed (affording maximum 
protection). Repulsion-Induction Motor. Ball Bearings on 
Crank and Worm Shafts. Forged Steel Crankshaft. 
Exceptionally quiet in operation. 


Don’t delay—Write today for catalog showing 
al 





Dependable Water Systems 





*68°° up 
F. 0. B. Salem, 0. 


Figure 2095 
**MARVEL’’ for 
Shallow Wells 


it 
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NSS. 
F. 0. B. Salem, 0. 


Figure 2895 
*"DUPLEX”’ for 
Shallow Wells 
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"32. 
F. 0. B. Salem, 0. 


Fig. 1809 “OIL- 
RITE’ for Shallow 
Wells 


Your Customers! 


Your Profits I 


"ene. 


“MARVELETTE’’ for Shallow Wells 





‘9 §°0 
and up 
Including Cylinder 
F. 0. B. Salem, 0. 
Fig. 562 “WORM 


DRIVE” for Deep 
Wells 


"eu 
Including Cylinder 
F. 0. B. Salem, 0. 


Fig. 1062 “OllL- 
RITE” for Deep 
Wells 





DEMING CO. . éstablished 1880 « 303 BROADWAY, SALEM, OHIO 
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SO)_ wu PIPING 


SYSTEM FOR GASOLINE 


PLANT / 


@ The construction of an East Texas gasoline plant required 
approximately 80 miles of welded pipe. The piping system included 
gathering lines from over 1000 wells. It involved straight line runs, 
headers, bull-plugs, bends, angles and other specials. Pipe size 
ranged from 3-in. to 26-in. diameter—5/32-in. to 7/16-in. wall. 

The Lindeweld method of oxy-acetylene welding was selected 
for this project after competitive tests with other types of pipe 
joints. The company found Lindewelding produced dependably 
uniform results, cost less, and could be done in less time. 

The entire system was tested under pressure. Many of the weld- 
ing operators had not used Lindewelding previously. Yet the com- 
pany’s engineers reported they did not find a single defective weld. 

Lindewelding was brought to this project as a part of Linde 
Process Service, which is regularly available to Linde Customers— 
without charge. Linde Offices will gladly give you complete details 
on Lindewelding. These are located in Atlanta—Baltimore, Bir- 
mingham, Boston, Buffalo, Butte—Chicago, Cleveland—Dallas, 
Denver, Detroit—E] Paso—Houston—lIndianapolis—Kansas City— 
Los Angeles—Memphis, Milwaukee, Minneapolis—New Orleans, 
New York—Philadelphia, Phoenix, Pittsburgh, Portland, Ore.— 
St. Louis, Sale Lake City, San Francisco, Seattle, Spokane and 
Tulsa. The Linde Air Products Company, Unit of Union Carbide 















































Lindewelding alse can be iii ee and Carbon Corporation. 
vertical and overhead lines 


4 





oped by the Linde engineering and research organizations. This 
method requires less oxygen, less acetylene and less welding rod. 
Welds can be completed in less time. Yet Lindewelding involves 
only a special flame adjustment and a “back-hand” technique, to- 
gether with Oxweld No. 24 Lindeweld Process Welding Rod. 
When circumstances permit, the Multi-Flame Lindeweld Head can 
be used. This will further increase the speed of Lindewelding. 
It costs only $7.75. On pipe line construction Lindewelding is 
consistently saving 15 to 40 per cent in welding time, rods and gases. 


The Multi-Flame Lindeweld Head in action \ J 


Loctything foe Oy Meetglene Ulldng and Caiting 


ermarrmrmramr scree FAQ |!) mw LINDE Se 


™ 7 
* Lindewelding is a new method of oxy-acetylene welding devel- 







































UNION CARBIDE AND 
CARBON CORPORATION 
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I N T O P 


INSTANTANEOUS 





| HERE IS WHAT MR. WHITEHILL OF BUTLER, PA. 
DID WITH FINTOP INSTANTANEOUS. 





Mr. George W. Whitehil! f Butler, Pa., is a 


f characteristic FINTOP dealer Butler is a town, | 
BR of 35,000 and, although Mr. Whitehill has only been | 


selling FINTOPS for six weeks. he has already in 


AN stalled twenty-three heaters. Mr. Whitehil!’s success | 
asia Ses 

is typical of that enjoyed by FINTOP dealers in every | 
type of community It is typical, tc of what you | 


may expect to do with FINTOPS 





_— oe - — _ 





five gallon instantaneous water heater at a price 
lower than the mail order or direct to you houses 
For the first time you are in a position to defeat mail 
order and direct to you competition. Remember that a 
FINTOP sells for less than half the price of the old style 
instantaneous heater 


Fi. the first time you are in a position to sell a full 
? 





































eres vestion about it our principal concern in 

Th no tio bout it. Y pal 

business | more than anything else is to MAKE 
) g 

MORE MONEY. That is exactly what the Walker organiza- 

tion aims to do for you... help you to MAKE MORE 

MONEY. 


Walker offers you in the FINTOP every selling advantage 
you could hope for in an instantaneous water heater. First 
of all, it offers you the advantage of a price which is well 
within reach of every property owner in your locality. 


ENTIRELY NEW PRINCIPLE 


Think of it! A five gallon per minute capacity, all-copper 
instantaneous water heater ... with no tank to leak and 


no coils to stuff up Conventional heaters sell for as much 


as fifty percent more and offer you none of the FINTOP’S 


superiorities. 

Liberal discounts increase the dealer's profit-making possi- 
bilities and unusual Advertising Helps further aid him in his 
selling. 


The Walker franchise in your territory may still be open 
We urge you to send the coupon for all the interesting de- 


tails. Don't delay . do it TODAY 


WALKER WATER HEATER CO. 
PENN AND STANWIX ST., PITTSBURGH, PA. 


RETURN COUPON TODAY 








WALKER WATER HEATER CoO., 


| Penn and Stanwix St., Pittsburgh, Pa. | 

| 
Please send me details regarding the Walker franchise in my | 
territory. 


AUTOMATIC INSTANTANEOUS — 


WATER HEATER tm tb 
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CHICAGO FAUCET — 








Issued Monthly by The Chicago Faucet Co., 2700-22 N.Crawford Ave., Chicago, III. 








All parts of Chicago Faucets subject to wear are incorporated in a stand- 


ardized, interchangeable operating unit and are as easily 


removable, 


renewable as an electric light bulb. 





Price Objections 
Quickly Disappear 
When Chicago Faucet 
Economy Is Revealed 


SATISFACTION SOON 
JUSTIFIES PRICE 


Naturally, people want the most they 
can get for their money. But smart 
buyers regard price tags as Only one 
factor to consider in purchasing. When 
they buy faucets, price must gauge 
value; not merely intrinsic value, but 
service value. Will the faucet require 
frequent expensive repairs? Will there 
be prolonged service interruptions? 
Will the faucet quickly wear out? 

While Chicago Faucets cost a little 
more to purchase than most others, 
they so obviously provide an emphatic 
negative to those questions that when 
their price is considered against their 
inherent qualities for service, buyers 
seeking true value prefer them. Thus, 
Chicago Faucets are profitable to 
handle. 


No. 444 CHICAGO SWING 
SPOUT SINK FAUCET BIG 
FAVORITE WITH TRADE 








According to reports from many 
plumbers, there is no other sink fau- 
cet with such universal appeal to home 
owners and apartment house managers 
as the No. 444 illustrated above. It is 
equally adaptable to all types of sinks, 
being compact in design, with low 


soap dish and overhead swinging spout 
high enough for filling deep vessels. 
It pays to always have “444’s” in 
stock. 




















THIS SIMPLE DEMONSTRA- 
TION MAKES QUICK SALES 





/ 


A quick, convincing demonstration of 
the construction and operating prin- 
ciple of Chicago Faucets never fails 
to impress the customer favorably. 
When you show him that the operat- 
ing unit is standardized and inter- 
changeable; that it contains all the 
parts subject to wear; that it is re- 
movable without detaching the faucet; 
that the body of the faucet is not sub- 
ject to wear; that the faucet closes 
with, instead of against, the pressure; 
and that renewals of wearing parts can 
be easily made in a few minutes at 
trivial cost, Chicago Faucet economy 
and serviceability are readily apparent 
to him. 


CHICAGO 
FAUCETS 


Last as Long as the Building 















Fills 
1200 Glasses 
an Hour 


NO MATTER HOW 
HOT THE DAY— 


—thirsty crowds need not be delayed 
an instant in filling their tumblers or 
in being served water where the Speed- 
way Glass Filler (No. 313) is on the 


job. Cafeterias, soda fountains and 
restaurants find it almost indispens- 
able for rapidly serving drinking wa- 
ter or other beverages to large num- 
bers of peovle. It will, when neces- 
sary, fill glasses at the rate of 20 per 
minute. It pays to have Speedways 
in stock at this season. 


CAPITALIZE SHOWER 
BATHING DELIGHTS TO 
SELL ADD-A-SHOWERS 











A word picture of the pleasure and 
benefit the young man shown here is 

getting from his morning shower will 
go farther toward selling Add-a- 
Showers than any mere description of 
the fixture itself. When the owner of 
a showerless bathroom learns that 
such luxury is readily available to him 
at small cost through an Add-a- 
Shower, the sale shouldn’t be difficult. 


Incidentally, the above illustration, from a 
newspaper advertisement of Chicago Faucets is 
available without charge, electrotyped, to 
plumbers desiring to make use of it in their 
own advertising of Chicago Faucets. 
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CROSS SECTION 
DIAGRAM OF 
STREAMLINE 

COPPER PIPE AND 
FITTING 
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Capillary Action does the Trick... 


Any Position is the Right Position! 


HEN you are ready to solder a STREAMLINE fitting 

to copper pipe, it does not make the slightest dif- 
ference where the solder feed hole is located— whether 
it be right in front of you— around at the far side —at 
the top, or at the bottom. Solder will feed in just as 
readily from one position as from another. Nature's law, 
capillary action, does the trick every time, when proper 
tolerance, which is always assured with STREAMLINE fit- 
tings and copper pipe, is maintained. 











VISUAL PROOF 


When you feed solder INTO a 
STREAMLINE fitting it furnishes its 
own visible proof of a leak-proof, 
perfectly bonded joint by its oppear- 
ance as a continuous silver ring at 
the end of the fitting around the full 
circumference of the pipe. When the 
job is properly done, pressure test- 
ing is unnecessary. 


Be sure that your surfaces are cleaned and fluxed —heat 4 T R - A BA L | N a 


to the proper temperature — feed the solder THROUGH PIPE.AND FITTINGS 
THE FEED HOLE — and let nature take its course. Any PORT HURON, O MICHIGAN 
position is the right position! Sivissom OF mUStECR SRass Co. 
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Experienced Contractors use BOTH- 
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Hot and cold water lines of Bridgeport Copper Wate 
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RIDGEPORT Plumrite Brass Pipe has earned its 
popularity because it Combines quality and 
dependability. Bridgeport Copper Water Tube is 
also having greater and greater demand as a piping 
material. Both are rust-proof, insuring clean, free- 
flowing water the entire life of the building. 
What type of job calls for brass pipe? What type 
calls for copper water tube? , 
The finest material that can be used is Bridge- 
port standard pipe size Brass Pipe—throughout 
any building. Especially advisable in larger struc- 
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S COMPANY... Estab. 1865. 


Tube, with soldered fittings. 


tures where rugged strength to stand the stress 
of generations of use is required. 

Copper water tube is recommended where build- 
ing budgets are limited. It gives a rust-proof job at 
prices competing with rustable pipe. For under- 
ground service, fuel oil piping, steam and hot water 
lines, etc., copper tube is excellent. 

Write for free booklets, “‘Water Pipe Sizes” and 
“Bridgeport Copper Water Tube.”’ They contain 
interesting information. | 
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Double-strength Su- 
per-X Alloy handle 
and housing. Re- 
placeable heel jaw. 


End pattern, 
6" to 36". All 
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T'S not what a pipe wrench is made of that counts—it's 
how it performs, what abuse it will take, how depend- 
able and safe it is. 


RILAID is all-alloy, all right—handle and housing of spe- 
cial Super-X metal, the rest of it chrome molybdenum 
tool steel. 


But what other pipe wrench has a housing you can't break 
or warp, no matter how you use it? 


Or one whose adjusting nut ALWAYS spins freely in 
every size, 6 to 60’? 


Or one with such helpful advantages as the accurate pipe 
scale on the RIf2a1D hook-jaw or the handy hang-up hole 
in the handle? | 


You can't lock a RIAID on a pipe—always instant grip 
and let-go. And it's made in end pattern for getting at 
pipes in a coil or close to a wall (you need one in every kit). 


Rigai> has the guts—but it also 
out-performs any wrench you ever 
used. Your Jobber can supply you. 


THE RIDGE TOOL CO., ELYRIA, OHIO, U. S.A. 


Frill PIPE TOOLS 
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A itil steel 


boiler for 
securing utmost 
heating economy 
with any fuel, 
in any type of 


heating system 
& 


In sizes for 
schools, hotels 
public buildings 
apartments, etc. 


Built by 


FITZGIBBONS 


Hundreds of these fuel-saving boilers are in 


DOMESTIC ENGINEERING 








use wherever the heating need is between 


1.800 and 35,000 sq. ft. steam radiation. 


Their performance is invariably similar — 
rapid steaming, closely uniform efficiency 
over a wide range of rating, leak-proof, 
trouble-proof and eminently satisfactory. 
A number of time-tried and tested Fitz- 
gibbons features are represented in R-Z-U 
Boilers, particularly those elements affect- 
ing excellence of combustion and the posi- 


tive, rapid water circulation essential to 











good boiler performance. A_ solid half- 
century of steel boiler building has taught 
us these vital details of design, and the 
users of R-Z-U Boilers are benefiting by 
this invaluable experience. 

Through the R-Z-U Catalog, we should 
like to go over these details with you, point 
by point, to show you how in your heating 
system, with your fuel, this boiler will de- 
liver superior economy. Write for this 


catalog—today. 


Fitzgibbons Boiler Company, Inc. 


GENERAL OFFICES: 570 SEVENTH AVE., NEW YORK, N. Y. 
Works: OSWEGO, N. Y. 


BRANCHES AND REPRESENTATIVES IN PRINCIPAL CITIES 
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No matter what kind 
of a job... there 
is either a regular 
or special Speakman 


Shower for it... 
ve 


OTE in the shower illustrated, the offset 
head which permits the bather to adjust 
the temperature of the water before enter- 
ing the bath. These showers are designed 
for use in schools, gymnasiums, country clubs 


and similar places. 


We also have designed special types of 
gang and runway showers. These showers 
are usually furnished with Anystream Self- 
Cleaning heads which will never stop up. 
Plungers in the head permit adjustment of 
the shower sprays affording a means of 


effecting water economy. 


Complete information together with rough- 
ings-in on any type of Speakman Showers, 


regular or special, will be sent promptly. 


SPEAKMAN COMPANY 


Wilmington, Delaware 





4 
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K-3100 — Speakman Built-in Mixometer Shower 
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ORDERED THESE 


tree 
PROFESSIONALLY ARRANGED 


BLUE SEAL 


WINDOW DISPLAY UNITS 


AT NATIONAL CONVENTION 


window trimmer to assure you the most 
attractive window display which conditions 
will permit. 








Plumbers from seventeen states, who 
visited the BLUE SEAL exhibit at the 
National Convention, were so enthused 
over BLUE SEAL’S remarkable free offer 
that they immediately placed their or- 
ders for the BLUE SEAL window display 
unit. You, too, will agree that here is 
a mighty attractive proposition and one 
you'll surely want to take advantage of 
. NOW. 



















The material supplied, free, consists of: Ply- 
board Display Stand: Embossed Card with 
your name embossed; Various Window Cut- 
outs and the Famous “Wise-Guy” Poster. 


Of course you know the BLUE SEAL name 
and what BLUE SEAL products will do for 
you and for your customers. The BLUE SEAL 
Window Display Unit offers you your one big 
opportunity to cash in on BLUE SEAL now. 
Fill in the coupon and mail it today . 
without fail. 


In this extraordinary offer the BLUE 
SEAL organization provides you... 
at no cost to you. . . with the material 
necessary for your window display. 
Further. it offers you free of charge 
- « « the services of a professional 
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The BLUE SEAL line which consists of BLUE SEAL Drain Pipe 
Solvent. BLUE SEAL Boiler Cleaner, BLUE SEAL Boiler Liquid. 
BLUE SEAL Pipe Joint Cement and BLUE SEAL Enamel Cleaner 
has been faithfully serving the plumbing and heating trade exclu- 
sively for years. 


Uy 
E \. 
EAI CHEMICAL C0., angst 


€S «ee 1 ACCEPT BLUESEAL CHEMICAL CO., Roselle, N. J. 
’ Gentlemen: I would like to have one of your BLUE SEAL displays 
YOUR OFFER! 


installed in my window. 
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How You Can Sell More 
Domestic W ater Systems 


EZS 





G-E EQUIPMENT 
HELPS YOU SELL 


General Electric motors for domes- 
tic water systems are built the way 
you would build them to make 
your selling job easier. Built by men 


CLE : ys. Sox 44 
who know motors, for men who know ew he eal er 


—— + es 
“ « 


pumps, these motors assure long, 
carefree operation under adverse 





conditions. They need only a few _ a i 
drops of oil once a year to keep a Se - I 
them running smoothly. They are Free, for use in your newspaper advertising, a two-column-wide mat : 
quiet. Their properly designed of this attractive illustration 4 
bases enable the man of the house ‘ 
to adjust the belt tension quickly SE FACTS LIKE THIS: 45 to 60 tons of water are carried S 
and enclly. Shae iaideaes peste are annually for household uses alone, in a home where a water if 
if 


fully protected from the ravages of tiie 
moisture and rust. system has not been installed. One person’s time for one solid 
month is required—if one person does it all—and that person 


——s len ca dnote bathe ox walks hundreds of miles to complete this back-breaking job. A 


dependable, as the pump itself— good domestic water system lifts this load from the shoulders of the women- 


a GENERAL ELECTRIC MOTOR. = fy/ks—gives them more time for better things. And it works 
And for maximum customer satis- ' 

faction, connect it to a G-E auto- ‘faithfully, year after year, for but a few cents a day. The pub- 
matic pressure switch with G-E lication offered you on this page is packed with valuable infor- 


ire. : 
— mation that you can use to boost your sales. Use it. It will 
help you. 


’ * 
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(Richt) This seal, as a window 
an and a running-water 
animated window display are 
available — the Electric 
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General Electric Company, Dept. 6 -201, Schenectady, N. Y. 


i i a ae 
- 





Water Systems Council, 228 West 
Ontario Ss., Chicago, Ill. * Please send me my copy of ““RUNNING WATER PAYS BIG DIVIDENDS” 
= Also, please send me the newspaper mat, as offered. bs 
= 
r: 
MAIL THIS COUPON FOR YOUR BED CUP CONN as enemnnnne—-nnnvenens pumps. / 
(Makc) ; 
COPY OF “RUNNING WATER —— ena J 
PAYS BIG DIVIDENDs COMPANY < 
a a CITY Tt | be 
070-78 i 
? 


bah peed 
* 
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Dependable Flushing 


in Modern Buildings—kEverywhere 
QUICKER, EASIER REGULATION 








SEATTLE 





To regulate, re- 
move cap and turn 
adjusting screw. 


N many up-to-date metropolitan buildings throughout the 
country, trouble-free flushing action depends largely on 
the simple method of adjustment in the 


atrous 
== 


FLUSH VALVE 


Regulation is effected by a fractional turn of a screw. It 
is not necessary to turn off the water, dismantle the valve 
or disturb connections. A permanent setting for the mini- 
mum amount of water required by the fixture. 


The Bypass Fully Protected 


In all Watrous flush valves, both piston and diaphragm 
types, the bypass is cleansed at every flush. The orifice 
cannot become clogged through corrosion or foreign matter 
which might lengthen the flush and cause water-waste. 














J. (= oon 
COLD WATER 


A Full Waterway 


The necessary “punch” 
for a complete flush is 
assured in all Watrous 
valves by the full waterway. 
Even under low-pressure con- 
ditions, often encountered on 
upper floors of tall buildings, 
there is the proper rate of flow 






to flush the most exacting fix- Watrous 
Imperial 
ture. Flush Valve 


Order from your jobber 
write also for new catalog 433. 


IMPERIAL BRASS 
MFG. CO. 


1231 West Harrison St., CHICAGO 
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Fairbanks-Morse adds new models— 


and offers you substantial price reductions 


LOOK AT THESE VALUES == 


Now F-M Franchise holders have a 


bigger "edge" on the field 


A bigger line—a better line—a line of water systems to fit 
every need and every pocketbook that’s what the F-M 


franchise is giving thousands of dealers. 


Mechanically, F-M water systems embody all the newest 
technical advances—built by the men who equip the water 
systems of the greatest cities. There are models for every 
desired capacity——for every job of pumping from any source 
of water supply. There are models for both electric opera 
tion and gasoline drive. In salability, F-M systems lead the 
field. - Nationally advertised, they bear the Fairbanks-Morse 
seal of quality that is known the world over. It’s a grand 
trade-mark to sell with, but tough competition to sell against. 


Get the whole story on the 
F-M Dealer Franchise 


The F-M dealer proposition is the most profitable dealer 
arrangement in the industry today. It means more sales 
more profit for you. 


If you are getting less than the advantages of the Fairbanks 
Morse complete line—the F-M liberal dealer margin—the 
support, help and leads that every F-M dealer gets, you owe 
it to yourself to get the complete story on the Fairbanks- 
Morse franchise at once. 


FAIRBANKS,MORSE & CO. 


Manufacturers 


Chicago, U. S. A. 


Branches and Service Stations Covering Every State in the Union 













The famous F-M "Challenger — 


NOW 
f.o.b. Factory § 4:9 


New 225 gallon per hour system, 
complete with big 18 


gal. tank. -No extras. 55 4-00 
Only f.0.b. Factory 


VALUES LIKE THESE MAKE THE 
F-M DEALER FRANCHISE MORE 
VALUABLE THAN EVER 


Pin This Coupon to Your Letterhead 
Fairbanks, Morse & Co.. 
Dept. 771 
100 S$. Wabash Ave 
Chicago, Illinois 
Gentlemen 

Please send me full information o 

The F-M Dealer Franchise 
} Water Systems 
( ) Home Light Plants 


Name 


Address 
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AIR CONDITIONING 
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In figuring cooling, how 
much radiant energy from 
the summer is absorbed 
by window glass? 

To what extent will awn- 
ings reduce the cooling 
load for a home? 

How can the cost of cool- 
ing be figured on the de 
gree-day basis? 

How can a home be de 
humidified and _ cooled 
using gas heat? 


TABLE OF 


Importance of Air 
Conditioning. 

Air and Vapor in Air 
Conditioning. 

Comfort Limits in Air 
Conditioning. 

Residence Cooling and 
Conditioning. 

Reduction of Cooling Load 
by Awnings. 

Control of Ice Melting and 
Cost in Air Conditioning. 
Example of a Residence 
Employing a Steam 
Boiler and Duct System. 
Changing a Warm Air Fur- 
nace to a Hot Water Air 

Conditioniag Job. 
Air Conditioning and Cool- 


Mail the Coupon today 
of 
AIR CONDITIONING 
SIMPLIFIED ...--. 


for your 


Ilow much does it cost to 
air condition a home in 
both summer and winter? 

How should you go about 
cooling a residence using 
ice? 

Do you know how to de 
sign ducts for air condl- 
tioning? 

How can Noise be elim- 
inated? 

What is steam jet refrigera- 
ation for air conditioning? 


CONTENTS 


ing in a Coffee Shop. 
Cooling a Residence with 
Lake Water and a Gas- 
Fired Installation. 
Oil-fired Air Conditioning 
in TwoFamily House. 
Ice Cooling in a Residence. 
Ice Cooling in Assembly 
Room and in Residence. 
Year-round Air Condition- 
ing in Baltimore Bank 
Quarters. 
Air Conditioning in a High 
Class Residence. 
Selling Air Conditioning and 
How It Is Done. 
Selecting and Teaching 
Sales Prospects About Air 
Conditioning. 


copy 


CAN YOU ANSWER THESE QUESTIONS? 


SIMPLIFIED 


* 


Here is a new book containing 
information every man should 
know about air conditioning. 


* 


AIR CONDITIONING SIMPLIFIED, as its name implies, is a 
simple, easily understood book that takes the mystery out of air 
conditioning—it tells what it is—how it works—how it is installed 
—and how it is sold! 


DIVIDED INTO THREE PARTS 


The first part, covering the theory of air conditioning, gives a 
simple but thorough explanation of the mechanical end of an air 
conditioning system. It contains facts from the pens of the best 
authorities in the country—men like Samuel R. Lewis, Walter L. 
Fleisher, A. M. Daniels and over fifteen others. It has all been 
compiled and edited by the well known heating authority, 
Harold A. Alt. 


Part two describes in detail a number of actual installations, in- 
cluding floor plans, working drawings, detailed drawings of equip- 
ment, ete. There is no theory here—just plain examples of what 
has been done, the cost, etc. 


The answer to the question “Can Air Conditioning Be Sold?” 
is well illustrated in the third part. Here you see just how air 
conditioning is being sold. Other contractors are selling it and 
here you will find out how they go about it. 


MEETS NEEDS OF AIR CONDITIONING INDUSTRY 


We recommend this book with the utmost confidence that it will 
give you an entirely new slant on air conditioning. Go through 
its pages. Find out for yourself why we recommend it as the best 
book to meet the needs of the air conditioning industry of today. 


The book, for the time being, is priced exceptionally low at $1.00. 
This $1.00 is based on “depression” priced printing, paper and 
binding. But now “depression” is over. Paper, printing, engrav- 
ing and binding have skyrocketed, sending costs high in the air. 
When the first edition is exhausted the price of $1.00 will un- 
doubtedly have to be raised. 


So fill in the coupon below. Pin your check for $1.00 to it and 
mail it today. Money back if you are not completely satisfied. 





DOMESTIC ENGINEERING CO. DE-7-35 
1900 Prairie Avenue, Chicago, Illinois. 

Please send me one copy of AIR CONDITIONING SIMPLI- 
FIED for which I enclose $1.00. I am to have the privilege of 


returning this book if it is not what it is claimed to be. 
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, 
P Thrush Circulator 


Flow Control jj 
Valve (Patented) 


Heres t e MROFIT a i / 








@ THRUSH FLOW CONTROL 
@) THRUSH SELLING HELPS 
€) FEDERAL MODERNIZATION PLAN 





A' now to get your share of the moderniza- 
tion work and new construction for which 
the National Housing Act provides the cash. Turn 
service calls into sales by suggesting the modernization 
of every automatic hot water heating plant, old or new, 
with Thrush Flow Control to increase its efficiency, 
flexibility and economical operation. Tell your cus- 
tomers how the Government extends the credit,—and 
you get the sale. 


This is the opportunity of a lifetime! Take advantage 
of it. Suggesting Thrush System may lead to other larger 
sales—and every Thrush installation sells another one 
for you. 


Thrush Flow Control makes hot water heat instantan- 
eous, reduces the running time of the burner, provides 
a dependable supply of really hot domestic water at 
negligible cost and makes the job fully automatic for 
year ‘round use. Get acquainted with Thrush Hot 
Water Heating Specialties. 
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‘Frankly ee a 


THE SOURCE OF SUPPLY 


_ 7 You re Dntercsted in? 


A Complete Line of 
LAVATORY 


The Year’s Outstanding 
Success in... 
WATER 
SYSTEMS 


Soundly Engineered 
FAUCETS , 
FIXTURES 


all types and models 
Plate E363-A 


Co mbination 


Lavatory Fix- —_ ,; 

t Hf Noiseless operation—positive oil lub- 
ure with pop- Ba rication—one-bolt accessibility—high- 
up drain and me €2Cest: «so grade a en tee 
metal Art De- @@am in a system retailing at $45. Com- 
Y , 11 plete with 10-gallon tank. Ask for 
en RORGleSs, details of the McDonald Figure 420- 
escutcheons and 10 Water System. In addition, we 
spout. manufacture an extensive line of 
water ry systems for shallow 
Plate E3419-B ae 
Combination Sink Faucet with swing 
spout and metal soap dish and 
handles, 





— 
Pt > 
we 


L3992-A 


Concealed Bath 
Fixture with 
Metal Art Design 
cross handles, 
escutcheons and 
spout; also fur- 
nished with regu- 
lar handles, es- 
cutcheons and 
spout. 


Plate 


be SVAseeG’ 


ay 
thts F 
ae ir 


Plate E3662 
Double Bath Faucet. 
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@ The matter of choosing a source of supply 

for plumbing bronze and water systems de- 
pends largely on the NAME of the manufacturer and 
what it stands for. 


The McDonald name stands for a 79-year record of 
integrity. 


It stands for products with a worldwide reputation 
for sound engineering, rugged construction and at- 
tractive appearance. 





A. Y. MCDONALD MFG. CO. 


Omaha, Neb. . .. 


Minneapolis, Minn. . . . Des Moines, la 
Sioux City, Ia. . . Grand Island, Neb. . ... 


H 


It stands for modern plant facilities, experienced 
personnel and painstaking inspection. 


It stands for a policy of fair dealing—honest prod- 
ucts, honestly distributed through regular trade 
channels. 


If that is the type of connection you are interested 
in, then you are the type of dealer to whom our facili- 
ties are dedicated. May we tell you the complete 
story ? 


Dubuque 
lowa 


Kansas City, Mo. 


utchinson, Kans. 
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“T LIKE TO INSTALL 
CRANE BOILERS” 


**Aside from the profit—I like to 


install Crane boilers and radiators. The ma- 





terials come well-crated, clean. and they fit! 


And they come on time! 


‘Selling the job’s easy! Everyone knows 


Crane quality. And when the job’s done, the 


er 


owner just beams and says: ‘It’s a fine job!’ 


“When he meets me on the street after he 


rae Te - 


fires up in the fall, he beams again: ‘She 


works like a charm, burns less fuel— and 





those shielded radiators are worth many 
times their cost. And thank you for selling 
me a Crane job!’ That’s why I like to install 


99 


Crane boilers and radiators! 











; 
| | CRANE INVISIBLE 
| SHIELD — 4 





REASONS FOR 


eR gg ne 


CRANE SUPERIORITY 
There are many distinct points of im- bi | 
provement in the Crane Sectional a 
Boiler, ranging from the manner in By 


which it is delivered to the special 





materials of which certain small parts 
are made to prevent corrosion. Ask 
the Crane representative for full par- 


I Le 
> > 
\ Lod 


CRANE DIRECTED RADIATION WORTH 
MANY TIMES ITS COST 


ticulars on why Crane Boilers are easy 


- 
~~ 
- 


to sell, and easy to install. Any Crane radiator may be equipped with invisible 
shields to throw air outward into room, preserving drapes 
and walls from clinging dirt, cutting fuel costs by equal- 
izing ceiling-to-floor temperatures. Shields sell for 15c 


each, and are easy to install! 


*¢CRANE 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAGO, ILLINOIS © NEW YORK: 23 W. 44TH STREET 
Branches and Sales Offices in One Hundred and Sixty Cities 


=_— 
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VALVES, FITTINGS, FABRICATED PIPE, PUMPS, HEATING AND PLUMBING MATERIAL 
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Abingdon Sanitary Mfg. Co. 

Ackerman-Johnson Co. 

Acme Asbestos Covering & 
Flooring Co. 

Acme Metal Products Corp. 

Acme Shower Curtain Co. 

Agnew & Tomlinson 

American Blower Corp. 

American Brass Co. 

American Brass Novelty Co. 

American Die & Tool Co. 

American Felt Co. 

American Gas Products Corp. 

Anderson Mfg. Co. 

Armstrong Bros. Tool Co. 

Autovent Fan & Blower Co. 

Ayling & Reichert Co. 


Bachmann, Albert W. 
Badger & Sons Co., E. B. 
Bashlin Co. 

Bead Chain Mfg. Co. 
Beaton & Cadwell Mfg. Co. 
Beaton & Corbin Mfg. Co. 
Beaver Pipe Tools, Inc. 
Bell & Gossett Co. 


Benson Co., Inc., Alexander R. 


Bernz Co., Inc., Otto 
Biggs Boiler Works Co. 
Blake Specialty Co. 

Blue Seal Chemical Co. 
Boosey Mfg. Co., Norman 
Bradley Washfountain Co. 
Bridgeport Brass Co. 
Brunswick-Balke-Collender Co. 
Buffalo Meter Co. 
Bullard Specialty Co. 
Burnham Boiler Corp. 


Camden Pottery Co. 

Capitol Brass Division of Bohn 
Aluminum & Brass Corp. 

Carey Co., Philip 

Case and Son Mfg. Co., W. A. 

Cash Valve Mfg. Corp., A. W. 

Celina Mfg. Co. 

Chelsea Metal Stamping Co. 

Cheney Co. 

Chicago Granitine Mfg. Co. 

Chicago-Wilcox Mfg. Co. 

Cleveland Brass Mfg. Co. 

Cleveland Heater Co. 

Coleman, Allan J. 

Columbia Radiator Co. 

Commonwealth Brass Corp. 

Compound Injector & Specialty 
Co. 

Concrete Fixtures Co. 

Consolidated Brass Co. 

Coyne & Delany Co. 

Crampton-Farley Brass Co. 

Croessant Co. 

Curtin Valve Co., A. F. 

Curtis & Curtis Co. 


D. & T. Mfg. Co. 
Dahlquist Mfg. Co. 
Dart Mfg. Co., E. M. 
Davis Engineering Corp. 
Decatur Pump Co. 
Deegan Mfg. Co., E. J. 
Delaware Lumber Co. 








Deming Ce. 
Desolvo Mfg. Co. 
Dole Valve Co. 
Dunn, Inc., Struthers 
Duriron Co., Inc. 


Eagle-Picher Lead Co. 

Eastern Foundry Co. 

Elkay Mfg. Co. 

Elkhart Foundry & Machine Co. 

Elkhart: Iron Works 

Enbee Mfg. Co. 

Erie Tool Works 

Excelsior Leather Washer Mfg. 
Co. 

Excelso Products Corp. 


Federal Radiator Co. 
Fitzgibbons Boiler Co., Inc. 
Flannery Co., P. J. 
Florence Stove Co. 
Franklin Rubber Corp. 


General Ceramics Co. 
General Fittings Co. 

General Wire Spring Co. 
Gerstein & Cooper Co. 

Globe Brass Mfg. Co. 

Glore Sales Corp., Evins F. 
Goetze Gasket & Packing Co. 
Grabler Mfg. Co. 

Grinnell Co., Inc. 


Haas Co., Philip 

Harris & Co., Arthur 

Healey Brass Foundry Co., Peter 
Healy-Ruff Co. 

Hercules Chemical Co. 

Hindley Mfg. Co. 

Hoffman Specialty Co. 

Hollands Mfg. Co. 

Hope Engineering Co. 
Hotstream Heater Co. 


Ideal Furnace Co. 
Imperial Brass Mfg. Co. 
Interceptor Corp. 


Jenkins Bros. 
Jennison Co. 
Johns-Manville 
Johnson Products Co. 


Kainer & Co. 

Kaustine Co., Inc. 

Kemp Mfg. Co., C. M. 

Kennedy Valve Mfg. Co. 

Ketcham Mfg. Corp., G. M. 

Kewanee Boiler Corp. 

Key Boiler Equipment Co. 

Kitson Co. 

Knight, Maurice A. 

Korte, Inc., Carl E. 

Koven & Brother, Inc., L. O. 

Kuehner Co., H. R. 

Kuhns Bros. Co. 

Kupferle Foundry Co., John C. 

Kwick Plumbing Specialties 
Corp. 


Lavelle Rubber Co. 
Lawson Co., F. H. 

Leavitt Machine Co. 

Lee Brothers Foundry Co. 
Lehman Sprayshield Co. 




































































































































Leonard-Rooke Co. 
Lockport Fittings Co., Inc. 
Lookout Boiler & Mfg. Co. 


Malleable Iron Fittings Co. 
Marvel Machine & Brass Works 
Marvel Mfg. & Sales Co. 
McDonnell & Miller 
Michigan Pipe Co. 
Milwaukee Brush Mfg. Co. 
Milwaukee Stamping Co. 
Milwaukee Valve Co. 
Modern Equipment Corp. 
Modern Iron Works 
Modern Wares, Inc. 

Moore Valve Corp., J. W. 
Mueller Steam Specialty Co. 


Multi-Seal Mfg. Co. 


Nash Engineering Co. 

Nason Mfg. Co. 

National Meta! Products Corp. 
National Pipe Bending Co. 


National Regulator Co. 

National Steel Construction Co. 

National Water Lift Co. 

Naugatuck Mfg. Co. 

Never Split Seat Co. 

Newbury & Son, Inc., Jay H. 

New York Air Valve Corp. 

New York Brass Foundry Co. 

Norristown Magnesia & Asbes- 
tos Co. 

Northwestern Foundry Co. 

Nye Tool & Machine Works 


Oakland Foundry Co. 
Oatey Co., L. R. 

Ohio Brass Co. 
Oster- Williams 


Paine Co. 

Patrol Valve Co. 
Patterson-Kelley Co. 

Peerless Heater Co. 
Penberthy Injector Co. 
Pennsylvania Range Boiler Co 
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Peters Pump Co. 

Philadelphia Stove Co. 

Pierce, Butler & Pierce Mfg. 
Corp. 

Powers Regulator Co. 

Production Plating Works, Inc. 


Quality Products Co. 


Radiator Specialty Co. 

Ravena Iron Co. 

Rawlplug Co., Inc. 

Reading Iron Co. 

Redlon, O. M. 

Reichert Float & Mfg. Co. 

Rhode Island Fittings Co. 

Richardson & Boynton Co. 

Ridge Tool Co. 

Rife Ram & Pump Works 

Riverside Boiler Works, Inc. 

Riverside Foundry & Galvanizing 
Co. 

Robertshaw Thermostat Co. 

Ruberoid Co. 








Russell & Co., W. A. 


Sands Mfg. Co. 

San-Equip, Inc. 

Sarco Co., Inc. 

Savo Mfg. Co. 

Scaife & Sons Co., Wm. B. 

Seguin Mfg. Co., O. J. 

Self-Cleaning Strainer Co. 

Selfridge-Norton Mfg. Co. 

Sherwood Brass Works 

Simplex Mfg. Co. 

Skinner Co., Herbert G. 

Smith & Wesson (Flush Valve 
Division ) 

Smooth-On Mfg. Co. 

Somerville Iron Works 

Spang, Chalfant & Co. 

Standard Asbestos Mfg. Co. 

Standard Brass Mfg. Co. 

Standard-Elsmere Granite Co. 

Star Mfg. Co., Inc. 

Sterling Engineering Co. 

Sterling Faucet Co. 


SN’T it a fact that perplexing questions confront you 

every day, such as,‘‘Who makes this or that ?’’—‘‘What 
sizes does it come in?’’-—-‘‘Who manufactures it?’’ 
they local representation?’’ 
speedily answered. 


The manufacturers whose names appear have co-operated 
by placing their buying information at your finger tips 
all consolidated and filed in one volume. Many of them 
have done so year after year for the past thirteen years. 


The complete Classified Directory Section contains virtu- 
ally every item in the industry carefully listed and indexed 
for instant reference, showing the manufacturers’ names 
and addresses, trade names, etc. 


Hundreds of buyers remember the first big orange book. 
That was thirteen years ago. 
followed, the Plumbing and Heating Catalog has won 
prestige throughout the entire industry and has become 
a vital necessity to the greatest percentage of buyers. 


Many buyers claim that, although they have used the 
book for years, they take every opportunity to familiarize 
>>, themselves with the most recent volume to become more 
- familiar with the lines they handle and learn of new 
sources of supply. 


Street & Kent Mfg. Co. 
Stuart & Co., D. A. 
Sturtevant Co., Inc., B. F. 
Superior Flake Graphite Co. 


T-D Specialty Corp. 

Taco Heaters, Inc. 

Taylor Co., Halsey W. 

Test-Tite Co. 

Thrush & Co., H. A. 

Toledo Pipe Threading Machine 
Co. 

Trimont Mfg. Co., Inc. 

Tryco Products, Inc. 

Tube-Turns, Inc. 


United States Gauge Co. 

United States Rubber Products, 
Inc. 

Universal Sanitary Mfg. Co. 


Van Arnam Mfg. Co. 
Vanderman Mfg. Co. 
Vinco Co., Inc. 

Vogel Co., Joseph A. 





These questions are now 


Through the years that 


a 


‘‘Have 








Wade Iron Sanitary Mfg. Co. 
Wall Mfg. Supply Co., P. 


- Ward Foundry, Inc., J. P. 


Warnock Mfg. Co. 

Warwick Brass Machine Co. 
Waterfilm Boilers, Inc. 

Watts Regulator Co. 

Weis Mfg. Co., Inc., Henry 
Wesely Co., Chas. 

Wessels & Sons Co., D. D. 
Western Metal Specialty Co. 
Wheeling Machine Products Co. 
Whitlock Coil Pipe Co. 
Wilhelm Co., A. 
Williams-Bowman Rubber Co. 
Williams & Co., J. H. 

Wood Industries, Inc., Gar 
Wood Mfg. Co., Inc., John 
Worcester Brush & Scraper Co 
Wyckoff & Son Co., A. 


Yeomans Brothers Co. 


Zero Water Softener Mfg. Co. 
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Copper Silicon Alloy 





Federal Specifications 


GERSTEIN & COOPER 


¢ BOILERS - TANKS - STORAGE HEATERS - 
IN ALL COPPER AND 


¢ COPPER SILICON ALLOY - 


“RUSTLESS AS COPPER—STRONG AS STEEL” 





i | 


For over thirty years Gerstein & Cooper 
has specialized in the production of All 
Copper Boilers, Tanks and Storage 
Heaters, from Range Boilers to large 
capacity tanks of 2500 gallons or more. 


~~ With the introduction of COPPER 
eee = SILICON ALLOY this organization 

= eee =ocquickly adapted their Engineering 
soles aah a installed m new House of Representatives Ofice facilities to include fabrication in the 
sciaiaeaiadeianiitaiin new metal, so that today the company 

is outstanding in this field as well as in 

the production of All Copper Products. 


ae 





Whenever you have a Boiler, Tank or 
Storage Heater problem to solve, send 
your specifications to Gerstein & 
Cooper for price quotations. There is 
no obligation. 


Other Washington, D. C., Buildings containing G & C installations. 


U. S. Senate Office Building, Potomac Power Company Plant, Botanical 
Gardens, Internal Revenue Building, National Health Institute. 





Two Gerstein & Cooper Storage Heaters, 1750 gallons each, in- 
stalled in the same building. 


GERSTEIN & COOPER COMPANY 


TANKS — STORAGE HEATERS — RANGE BOILERS 


New York South Boston, Massachusetts Baltimore, Md. 


Troop Water Heater Co., Pittsburgh Edward Sinn. Harrison, N. J. Lydon, Cousart & Co., Charlotte, N. C. 
Strong. Carlisle & Hammond Co., Cleveland, Ohio 
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EVERDUR 


cannot rust! 


Everdur is copper . . . scientifically alloyed with silicon to 





provide the strength and welding properties of steel. And 
it cannot rust! 


Home-owners appreciate the non-rust property of Everdur 


- es aC ey 

ane nig jo Se et TRS 
* 
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tanks. And that is why every installation you sell increases your 
profits and helps your reputation in the community you serve. 


Remember that leading makers of automatic heaters | 


5 ES, Se Rg 
~~ alee 
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and range boilers standardize on Everdur for all their All-welded storage tank (range boiler) of 


rust-proof models. rust-proof Everdur, made and guaranteed for ie 
Pp — 20 years by GERSTEIN & COOPER CO., as 
South Boston, Mass. 4 

THE AMERICAN BRASS COMPANY . 


General Offices: Waterbury, Connecticut 


Offices and Agencies in Principal Cities 
In Canada: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont. 


EVERDUR METAL for TANKS _ | 


RUSTLESS AS COPPER...STRONG AS STEEL 


AnaConpA ; 
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7 BASIC FITTINGS and adapters vaY : 
take care of any kind of job! 




























WROUGHT COPPER ONE PIECE 


: i Oe) 0) oleae (ol Mo) 0) ola — T E- E. 


\ . 
Connections HE Arco TEE is wrought, not cast. It is a single piece of copper, 


Sb, al 99.9% pure. And it’s no secret that this TEE is the biggest single 
, > ’ : itern in the copper fittings industry. It has all the advantages of the 
etl copper to copper connection—equal expansion and contraction; the 
eee i leakproof, breakproof bond. And it’s as easy to handle as A-B-C. Pre- 
\ 3 pare your pipe, clean your fitting, place it in position, heat it, feed the 
solder —and presto! —the joint is complete. No fussing, no complicated 

pipe fitting. 

The TEE is one of the complete line of Arco Wrought Copper Sweat 
Fittings. It comes in all sizes up to 2”, with many reduction sizes on 
the branch. The line is a profitable one to handle. It cuts your stock 
' inventory—you carry only a small number of basic fittings and adapters. 
It saves time—and makes it possible to compete with ordinary rustable 


pane d e on th e ob W t h installations on a price basis and come out on top. 





COPPER PIPE AND FITTINGS DIVISION 


AMERICAN RADIATOR COMPANY 


ARCO WROUGHT COPPER 
FULL FLOW FITTINGS and 


40 West 40th Street, New York, N.Y 






WROUGHT COPPER PIPE 





EASY TO 
FLUSH 
Insert screw 
| driver to test 
valve and flush 
seat. 





EASY TO FILL 
A quarter-turn of a 
wrench opens regu- 
lator for quick filling. 





Will you alow a FEW DOLLARS 
to stand between Danger and Safety? 


HE most vital element in a hot 

water heating system is the de- 
vice that governs it—assures its satis- 
factory operation—its safety. And 
the cost of the best device of this kind 
that money can buy is a mighty small 
item in comparison with the cost of 
the equipment it controls and pro- 
tects. Considering this, would you 
permit any boiler owner to “sell” his 
right to complete satisfaction for a 
very few dollars? 

The Mueller System, known for its 
dependability from the time Mueller 
pioneered the idea of this type of 
equipment, has been still further im- 
proved until it now represents the 
highest achievement in equipment of 
this class from the standpoint of both 
dependability and ease of installation. 


Filled in One-third the Time 


When installing the Mueller Sys- 
tem, there is no long wait for the sys- 
tem to fill through the small opening 
of the regulator. A quarter turn of 
the spiral cam in the quick-filling 
device as illustrated above throws 
the regulator wide open, and another 
turn in the same direction snaps it 
back to normal operation as soon as 
the system is filled. The saving in 
time effected by this feature alone 
will in most cases offset the slightly 
higher price of Mueller quality. 


The safety of any system of this 
type rests squarely on the relief 
valve. In the re-designed Mueller 
System the construction of the relief 
valve represents a truly revolution- 
ary principle—now used in all Muel- 
ler Relief Valves and illustrated 
below. By introducing a light aux- 
iliary spring for initial seating (pat- 
ent pending) the load of the heavy 
diaphragm spring has been removed 
from the disc with the result that it is 
sensitive within 5% of the pressure 
variation. It is undoubtedly the most 
responsive and dependable relief 
ever developed—a relief that always 
functions and always closes tight 
without leaking or dripping. 

Relief Valve Easily Tested 

Testing the relief valve is a simple 
operation—just insert a screw driver 
under the lift-rod as shown above. 
In addition to these features the 
Mueller System is also provided with 
a combined stop and check valve with 
a new type of plunger that provides a 
wider opening check. 

Remember that these revolution- 
ary developments are added to other 
time-tested features—the extra-large 
bronze diaphragms, the use of Muel- 
ler bronze in all exposed or working 
parts, and the use of independent 
units. 


Ask for bulletin describing the new—but time-tested—Mueller System. 
MUELLER CO., Decatur, Illinois 


Factories: Decatur, Ill.; Chattanooga, Tenn.; Los Angeles, Calif.; Sarnia, Ont. 
Branches: New York and San Francisco 


Stocked ty your Ptumbiug aud Heating Suysoly Jobber 


THE AUXILIARY 
SPRING PRINCIPLE 
(Patent Pending} 
Used in the relief unit of 
the Mueller System. This 
same principle is also used 
in the new line of Mueller 
Relief Valves. Ask for new 
catalog covering the full 
line of Mueller Valve 

Specialties. 


FOR HAND-FIRED 
BOILERS 
Typical installation of Muel- 
ler System for automatic 
control of hand fired hot 
water heating systems. 


FOR AUTOMATICALLY- 
FIRED BOILERS 
Mueller System with air- 
cushion tank in basement, 
recommended for oil, gas, 
and stoker-fired jobs. Cush- 
ion tanks of all required 

capacities are available. 
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If you have had any doubts about small pipes and high 
temperatures in hot water heating systems, forget them 
now! The official O.K. of the Chicago Master Steam 
Fitters Standardization Committee confirms the posi- 
tion of B & G Triple Duty Systems as today’s most 
economical and comfortable heating method. 


The ultra-modern B & G Triple Duty System is 
the greatest selling opportunity since heating pro- 
= past the stove heat stage. The facts speak 
or themselves — 


Hot water radiation of steam size. . . pipes smaller 
than those required for steam... year around do- 
mestic hot water at 50 to 75% saving... uniform 
heat, automatically adjusted to the weather ... 
lower installation cost, lower operating cost. 


The unparalleled economy of a B & G Triple Duty 
System, plus its many genuine extra-comfort features 
opens a rich field for modernizing old heating plants 
— to say nothing of new building installations. 


Get acquainted with Bell & 
Gossett Systems and pocket some 
real profits. Wholesalers every- 
where carry complete stocks. 
















Typical Installation of BE& G Triple Duty System 


nue BOOSTER THAT 


possiBLle 


pipes AND 
5 IN RESIDENTIAL 


STEMS 


THE 
RADIATION 


THIS 15S 
MAKES 
a a 
EVER USE 


WoT WATER HEATING oy 


BELL & GOSSETT C 


3000 WALLACE ST., CHICAGO 


PHE ORIGINAL D & T “TANK IN BASEMENT” SYSTEM IS NOW OWNED BY THE BELL AND GOSSETT CO 
STOCKS ARE CARRIED BY LEADING WHOLESALERS EVERYWHERE. : 
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The standard four-tube radia- 
tor is 65%” wide and 23” high. 
The Slenderized one having 
the same capacity is only 22” 
high and 4-7/16” wide. Be- 
sides which, it is a better fin- 
ished, better looking radiator 
in every way. Our line is 
complete on these radiators, 
including the five tube. 


DOMESTIC ENGINEERING 


ettling the Argument 
About Radiators 





ONCE AND FOR ALL 


HESE two having the argument 

are Charlie Banks and his wife 
Sally. They live up around New 
burgh, New York. The photograph 
was snapped by their son Jack when 
talk was hottest. The argument was 
about what kind of radiators to have 
in their new house. 


Which one of the two would you say 
is the dumb one? No, you are wrong. 
It's not Sally. She is one of those up 
and coming persons, who read the 
Ads. and get about a good bit. 
Charlie is just one of the finest of 
fellows ever. A cracker-jack busi- 
ness man, but he doesn't know much 
else, and admits it. 

Sally’s chum has the Burnham 
Slenderized Radiators in her home. 
Sally’s husband flatly refused to be- 
lieve a radiator that is so much 
smaller, could possibly do just as 
much heating, and do it quicker than 
the old-time big ones. He contended 
it just wasn't sense. 








But as is the way with most wives, 
Sally finally won out. Not, however, 
until she had us send Charlie a lot 
of engineering information, and 
made us sign an iron-clad guaran- 
tee, which we were perfectly willing 
to do. 


As you know, there are a lot of 
Charlies and Sallies in this country 
who have to be sold on any new 
thing. So to help you do a quick, 
thorough job on the dumb Charlies, 
we have prepared a special piece of 
printed matter on this Burnham 
Slenderized Radiator. 


It has plenty of illustrations and 
ample explanations in good sized 
type. It is called: “Settling the Argu- 
ment About Radiators Once and 
For All.’ And it sure does settle it. 


You are welcome to as many copies 
as you want. Or we will gladly 
mail one direct from our office, to 
any names you send us. 


IRVINGTON, NEW YORK 


Representatives in All Principal Cities of the United States and Canada 
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Ir 11’s all-Kohler it’s all right! 
There’s the simple secret back of 
many a plumber’s success story! 
Fixtures, first-quality only — plus 
fittings fit to carry the Kohler name 
-mean jobs without trouble, with- 
out comebacks, with praise for your 
own skill and reputation! 
Remember that every all-Kohler 
installation is a permanent sales- 
man for you! It keeps on selling 
long after you pick up your kit and 
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(a scratch-pad equation every 
plumber can use on all jobs!) 


go home. Every time a customer 
looks again at the gleaming sur- 
faces, the graceful lines of a Kohler 
fixture, or turns a modern, 
chromium-plated faucet, he recalls 
the progressive plumber who said 
to him, “Your best bet is Kohler!” 

It pays to push Kohler Matched 
Fixtures too. In harmony with 
modern ideas of decoration, Kohler 
has styled lavatory, bath and toilet 
to match each other! All three 
pieces — with fittings — agree in 
basic design; all have related plane 
surfaces, beveled corners. 

Made in the one great Kohler 
plant, shipped direct from the one 
source, Kohler plumbing saves vou 
time and check-ups, avoids need- 


less delays. Remember, too, that 
Kohler heating equipment, built 
with typical Kohler skill and thor- 
oughness, is praised for its efficient 
operation wherever sold. Kohler 
Co. Founded 1873. Kohler, Wis. 
Shipping Point, Sheboygan, Wis. 





Use the Kohler Time Payment Plan 


Kohler Time Payment Plan makes sales 
easy, saves you fuss and trouble. No 
endorsers. Up to three years to pay. 
You get cash. Send for details. 
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Planned Plumbing Tale! Heating 








Among industrial 
and commercial heating 


systems UNIT HEATING J oe 
: | wi t eir 
leads in cnoppaagalae ) . 14 POINTS OF 


and ECONOMY SUPERIORITY 


Among Unit Heaters 


--THERMOLIERS are outstanding ; 





> Every Tube an Expansion Bend 
; Velocity Meets Wide Range t Re 
quirements 
| Factory Packed for Easy | 
ele 
Positive Built-In Drainage 
» Superior Heating Element I: 
; Long Lite 
Na. 4 Internal Cooling Leg Assures Continuous Removal 
P « ‘es he) en a eade! 
of Condensation ner pies 
Unique construction of the | 
header in Thermolier produces an 9 Ses Ae. ais MI © 
efficient internal cooling leg, integ- id bie aaa ects 
ral with the unit. The actual cool- ) Heavy Frame Gives Ris 
ing effect is equal to a run of more , 5 . 7 
than 100 feet of the ordinary, sf : Paks aasanasi 
, exterior cooling leg piping. | 
This outstanding feature alone is enough to place Thermolier Ad : H 
as No. 1 among Unit Heaters. And this is only one of Fourteen Ber 
Superior Points. ) Simple Piping Connect 
* e °® : 
; aN ictive Appe 
The new Thermolier Data Book describes these 14 Points of 
VA » Me I %y 


Superiority in detail. In addition, it contains much useful and 
valuable information on Unit Heating with actual examples of the 
economy and efficiency of Thermolier under all types of conditions. 

Write for a copy. You will find its up-to-date information 
valuable for reference. 


GRINNELL COMPANY 


EXECUTIVE OFFICES PROVIDENCE, R. I. 
Branch Offices in Principal Cities 


‘THE ERMOLIER 


THE GRINNELL UNIT HEATER 
WITH 14 POINTS OF SUPERIORITY 
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in a 1%-ton 6-cylinder 


INTERNATIONAL 


TRUCK 





The 1%-ton International 
Model C-30 with stake body. 
Other body types available 
for all hauling needs. 


f. 0. b. factory for the 
1l4-ton, 6-cylinder, 
133-inch wheelbase 
Model C-30 chassis— 
standard equipment. 





@ Increased demand has greatly increased the 5 5 
production on the new International Model C-30, 


and the result is the lowest price that International Nie dui tee ent enue, 
Harvester has ever put on a 1%4-ton,6-cylindertruck. the 114-ton, 4-cylinder Model C-20. 
; ; ; Chassis prices as low as 
That increased demand is the direct result of a 
combination of performance and economy in a $ 
f.o. b. factory 


modern truck that meets the widest range of haul- 
ing requirements. 

See the Model C-30 or any other International ngenecliciamapclicenoct 
at the nearby branch or International dealer’s INTERNATIONAL 
showroom. Look over the mechanical superiorities V2-ton 6-cylinder Model C-30 


that have enabled International owners in every por a cen engine— 78.5 ee 
exnaust-vaive seat inserts——Tull-hoating fear axie-— 





line of business to operate their trucks at lower 133 of 1$7-inch wheelbase-~any desired body style— 

cost for a long lifetime of service. most economical in operation of all trucks in its 

class—lowest priced 1-ton, 6-cylinder model in 

International history. Other International sizes range 

INTERNATIONAL HARVESTER COMPANY from 4-ton to 10-ton with chassis prices as low as 
606 So. Michigen Ave. he one Chicago, lilinois $400 f.0.b. factory. 


INTERNATIONAL TRUCKS 
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NOW — NASH VAPOR-TURBINE PUMPING ECONOMY 
FOR HEATING SYSTEMS UP TO 100,000 SQ. FT. E. D. R. 


This remarkable Return Line Heating Pump 
requires no electric current, eliminating the 
greatest expense item in the operation of 
any ordinary pump. The motive power is a 
special turbine. It operates on any heating 
system, above or below atmosphere. 


The steam which operates the turbine 
passes directly back to the heating mains 
with little heat loss. None is wasted. 


But the really important saving effected by 
the Vapor-Turbine is in the system, for the 


reason that this pump operates continuously. 


It is the only pump that can do this with 
economy. Continuous operation means 
uniform circulation, and uniform circulation 
saves steam. Owners report remarkable 
savings in fuel with the Vapor-Turbine. 


Mechanically, this pump is a marvel. One 
moving element, no wearing parts, no in- 
terior lubrication. Compact, trouble-proof. 


NASH ENGINEERING COMPANY 
SOUTH NORWALK, CONNECTICUT, U. S. A. 
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Q al Models 1148 Models 1150 
225 GAL. PER HOUR 250 GAL. PER HOUR 
, With 15-Gal. Tang $29.95 WITHOUT TANK $37.25 


With 42-Gal. Tank With 20-Gal. Tank 46.50 
With 42-Gal. Tank 57.25 


1ED JACKET DEALERS HAVE THE 


Meet All Competition 


This complete line of Red Jacket Shallow Well 
Water Systems makes it possible to meet all 
competition of price, quality and performance. 
Every Water System is factory tested and 
carries the full guarantee. WRITE TODAY 
for complete catalog and large discounts. 


LOWEST PRICES—LARGE 
Red lacket’s cooperation with the jobber and dealer has always beeh.of first consider- DEEP WELL WATER 


ation. This cooperation is evidenced by: 


—Giving the dealer a large discgunt so that he can profitably stock and soll a™tyll line SYSTEMS 


of Red Jacket Water Systems. 
Up to 10,000 Gallons Per Hour. Advanced 


ss engineering design, with more power per 
inch of stroke, 
—Using only the finest materials and craftsmen to build efficient, sturdy, dependable, makes these Dor- 
and fully Guaranteed Water Systems. \ ward Red Jacket 
\ 

| THE RED JACKET MANUFACTURING CO., DAVENPORT, IOWA. nna economical 
| % 4 and efficient on the 

market. 


—Establishihg the lowest retail prides, so dealers have the advantage in competition. ~~ 


—Building @ complete line of Water S¥stems so a dealer need carry only the Red Jacket 
Line to fil every pumping requirement. 


/ 


Deep Well 
Model 250 





Model 290, 120 retail 
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Cn these points and you’ll appreci- 
ate why we suggest that Revere Copper WATER 
Tue is ideal for yeur jobs. 

1. It’s 99.9% pure copper, rust-proof and very 
corrosion-resistant. 

2. Three types from which to choose... K, L, M. 
You select the one especially suited to meet the 
corrosive-conditions and price consideration of the 
particular job. 

3. Two tempers: Hard for new and exposed work; 
Soft for concealed replacement work and those 


places where flexibility is desired. 


4. A versatile piping material. In addition to being 
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used for water supply, it has innumerable other 
uses. New business possibilities are opened up. 


5. 100% useful metal, because no threading is re- 
quired. Thus savings in material are effected. 

6. Joints are made with Streamline soldered Fit- 
tings which require the experience and skill of the 
plumber. These joints are stronger than the tube 
itself, leak-proof and vibration-proof. 

7. Jobs are trim and modern in appearance. One 


job helps sell another. You give your customer a lot 


for his money and make a fair profit yourself. 


Write for booklet giving complete details. Ad- 


dress our executive offices (see below ). 








Revere Copper and Brass 


INCORPORATED 
Founded by Paul Revere 1801 


Mitts: Barrimore, Mb. Taunton, Mass. 


a Executive Orrices: 230 Parx Avenug, New Yorw City - . 
New Beprorp, Mass. - Rome, N. Y. + Deraorr, Micw. « Cuicaco, luc. + Saces Orrices in Principat Crriss 
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Thanks: 

“I value Domestic 
x Engineering very 

highly and the infor- 

mation that it con- 


BETWEEN OURSELVES 





tains.” 








WwW. B. M. 
Nova Scotia 


A Big Week 

The week of June 24 was the high 
point of the year for the plumbing industry with the 
National Association of Master Plumbers holding its 
fifty-third annual convention and exposition in Chicago. 
Representatives from all branches of the industry from 
thirty-two states and 118 cities gathered there to dis- 
cuss their business problems. This issue contains a 
complete report on the event as well as hundreds of 
photographs taken by our staff members. 


Big Attendance 


It was without question one of the 
most successful conventions in the whole history of 
the National Association. The program was outstand- 
ing in the constructive topics it contained and the ex- 
position of plumbing, heating and allied products held 
in conjunction with the meeting was highly educational. 
The attendance completely fulfilled the expectations of 
the association’s leaders, a cotal of 2,519 persons regis- 
tering for the annual meeting. 


A History-Making Event 

Outstanding was the importance 
given to plumbing as a health measure. The wide- 
spread recognition that has finally been given to the 
close connection between plumbing and health by per- 
sons outside the plumbing industry makes President 
Calnan’s administration stand out in N.A.M.P. history. 
A Research Laboratory was operated during the week 
of the convention in order to bring forcefully to the 
attention of all in attendance the extreme dangers of 


faulty plumbing installations. 


A Wide Awake Plumber 

There is an interesting story in 
this issue telling how a plumbing contractor in Fort 
Wayne, Ind., capitalized on an explosion of a range 
boiler in order to impress upon the minds of the citi- 
zens of his city the importance of using relief valves 
and having them installed properly. This wide awake 
plumber erected a special window display. 


Future Progress Assured 

That the association’s progressive 
activities will be continued is attested by the election 
of George W. Frank of Buffalo, N. Y., to the presidency 
for the ensuing year. Mr. Frank will have as his aides 
George H. Werner of Orange, N. J., who was elected 
vice-president, H. O. Green of Tulsa, Okla., who was 
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reelected treasurer, and Henry J. Ritter of Buffalo, 
whom Mr. Frank selected as his secretary. 


Women’s Auxiliary Meets 

Members of the National Women's 
Auxiliary also met in Chicago for their annual con- 
vention, the official registration showing 703 members 
and guests in attendance. Mrs. Robert Liss of Chicago 
who has served the auxiliary faithfully and efficiently 
as president during the past two years, retires in favor 
of Mrs. F. C. Kuetemeyer of Milwaukee, Wis., long 
an ardent worker in both national and local auxiliary 
matters. 


Prize Winners Announced 

A big feature at the convention was 
the awarding of prizes in the Second FHA Contest at 
the Domestic ENGINEERING booth in the exposition 
hall. There was much excitement as the winners were 
announced, the climax being the naming of James Deg- 
nan of Escanaba, Mich., as winner of the Grand Prize 
—an International motor truck. Although the contest is 
now finished, the benefits are actually just commencing. 
This issue and future ones will contain complete de- 
scriptions of the successful sales methods used by the 
winners. Those who entered the contest but failed to 
win a prize will profit nevertheless from the extra 
thought and attention they have given to developing 
and improving their selling methods. Announcement 
of a new type of sales campaign is made in this issue. 


More Convention News 

The American Society of Heat- 
ing and Ventilating Engineers held its summer meeting 
in Toronto, Ontario, Canada, the latter part of June 
and a complete report on the proceedings is contained 
in this issue. There are also reports on the annual 
conventions of five state master plumbers’ associations, 
namely, Georgia, California, Washington, North Caro- 
lina and Virginia. 


Next Month 

Just one more reminder on the 
big Sales Campaign that is announced in this issue. 
Full particulars on this will be given in the August 
issue and we can not urge you too strongly to be on 


the lookout for it. 
Your Ldiler 
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Leading Distributors stock 
Penberthy Hot Water 


Heating Specialties 


COMPARY + DETRO M 
Manufacturers of Quality Products Since 1886 
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meg dae | REPUBLIC 
STEEL PIPE 


Plumbing and heating services are Republic Steel Corporation makes 
of major importance in hotel opera- pipe by three methods—butt weld, 
tion. The failure of either means lap weld and electric weld—in sizes 
loss of guests and considerable cost ranging from the smallest used for 
for replacement. That is the reason temperature regulation up to 
why this modern hotel in Akron, sixteen-inch for water and steam 
Ohio,* used more than seven car- mains. It is stocked at the mill and 
loads of dependable Republic by jobbers in most large cities. 
Steel Pipe for the water and steam Prices and your nearest source of 


lines throughout the building. supply will be sent on application. 


*Name furnished on request. 


NepublicSteel ~- 


CORPORATION 


GENERAL OFFICES:++ YOUNGSTOWN, OHIO 
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A Successful 
Convention 


One of the outstanding conventions of the National 
Association of Master Plumbers has just been held. 
That fact, coupled with the reasons which made the 
convention exceptional, has a direct meaning to every- 
one in our industry. 


Report Better 
Business 


A reason for the success of this Chicago convention 
and one on which most of those in attendance com- 
mented, was the more buoyant, happier attitude dis- 
played by everyone. It was not the cheerfulness of the 
propagandist but the genuine better feeling of those 
who found reasons to be happy. 

A few years ago, those readers of this page who went 
to conventions recall their effect on most of us. A few 
days at a convention was enough to make the optimist 
turn pessimistic. Particularly at meetings of manufac- 
turers or wholesalers, those who had business kept it to 
themselves and those who didn’t boasted of their mis- 
fortunes. As a result, everyone turned blue instead of 
rosy. 

But the plumbers convention this year had the oppo- 
site effect. Delegates, visitors, salesmen, manufacturers, 
all radiated more optimism. In most cases, it was 
cheerfulness based on the solid foundation of more 
orders. Here and there, one found out that a certain 
plant was behind in filling its rush of orders, or that 
there was a scarcity of building labor in this or that 
locality. 

Many of us will look back on the 1935 Chicago 
plumbers’ convention as the one which definitely 
marked the return of better business. 


A Stronger 
Industry 


Another reason for the convention’s importance was 
the evidence it offered of the renewed stability of the 
industry—a stability based upon the recognition that 
the plumbing contractor-dealer is doing an excellent 
job of distributing plumbing products. 


The past six years have provided a period of search- 
ing scrutiny and analysis during which the strength of 
our readers as contractors and dealers has been ques- 
tioned repeatedly. Kut they have survived that exam- 
ination and find themselves today recognized by an in- 
creasing number of manufacturers, both old and new, 
of wholesalers and of salesmen, as the economical and 
efficient outlet for plumbing products. 

That is a real accomplishment because it means our 
industry has regained its faith in the established way 
of doing business through studying other methods and 
finding their weaknesses. 


A Stronger 
Association 


Again, the record of the Calnan administration was 
outstanding. It began when the NRA code program 
was dominant and promising. The termination of the 
code mcvement by the Supreme Court decision in some 
cases found the dominant association greatly weakened 
because its officers had allowed code affairs to Lecome 
the main activity of the association. Naturally, dis- 
satisfaction with the code meant dissatisfaction with 
the association. 

But the N. A. M. P. had been guided ably in the last 
twelve months. While the plumbing contractors code 
was supported and its fair trial aided, President Cal- 
nan and his associate officers kept the association active 
in distinctive affairs which made it strong, and kept it 
strong independently of what happened to the code 
movement. 


Take Part in 
National Plans 


Recognition of the effect of national movements such 
as the FHA and the program of rural electrification; 
renewed emphasis on the health relationship to plumb- 
ing ; the success of the Second FHA Prize Campaign— 
these were added features of an outstanding conven- 
tion. Collectively, they testify to the greater breadth 
and strength of our industry. 
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Prizes were awarded 


N.A.M.P. Convention 





‘ attendance pointed out 





4 stimulating selling 


T ue announcement of the prize winners 1n 
the second FHA Prize Contest which has been 
conducted by Domestic ENGINEERING for the 
benefit of the entire plumbing and heating in- 
dustry, was made from the Domestic ENGINEERING 
booth in the exhibition hall at the National Association 
of Master Plumbers Convention in Chicago. 

Ward M. Canaday, who is the assistant to the admin- 
istrator of the Federal Housing Administration came 
from Washington in order to address the convention on 
the second day of its sessions. Immediately after the 
session during which Mr. Canaday spoke, was when the 
program of awarding the prizes was begun. 

John J. Calnan, retiring president of the N. A. M. P., 
and a judge in the contest, opened the program and 1n- 
troduced the other judges who were Charles Gawne, re- 
tiring secretary, N. A. M. P., and Norman J. Radder, 
secretary of the Plumbing and Heating Industries 
Bureau. Each of the judges told what impressed him 
most in the contest. Next, Mr. Calnan introduced Mr. 
Canaday, who addressed the gathering. Among other 
things he said, “On behalf of the Federal Housing Ad- 
ministration, | want to say how greatly we have appreci- 
ated the cooperation which this prize contest has helped 
dévelop. I want to thank Domestic ENGINEERING for 
all it has done in promoting the FHA and I want to 
thank the National Association of Master Plumbers for 
the splendid cooperation it has rendered in extending 
better living conditions throughout the country.” 

In commenting on the contest, as a judge, Mr. Calnan 
had the following remarks to make: 

“That the master plumber is doing an outstanding 
merchandising job is amply demonstrated in this contest. 


The photograph at the upper left shows the six-cylinder, one-half 
ton International motor truck, in the Domestic ENGINEERING 
booth at the N. A. M. P. exhibition in Chicago. The strips of 
photographs at the left are action pictures taken during the 
awarding of the prizes. Photo 9 shows retiring president Calnan 
introducing the speakers. Photos 10 and 11 show Charles Gawne 
telling his impressions as a judge. Photo 12 shows Norman J. 
Radder. Photos 14, 15, 16, 17 and 18 show Assistant Administra- 
tor Ward M. Canaday addressing the crowd and assembling the 
prize winners. Photo 20 shows Mrs. B. M. Blunk just after she 
had received the prize for the A. S. Blunk Heating Company 
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in the exhibit hall at 
in Chicago. Leaders in 
value of contest in 
effort in our industry 


The exhibits show a man keenly alert to his opportuni- 
ties, resourceful, energetic, and an exceptional salesman. 

“No man could look over the exhibits submitted by 
the contestants without being genuinely proud of the 
plumbing industry. The contest, coming at this time, 
was particularly opportune in order to serve as a stim- 
ulant to those contractors who may not have realized 
to the fullest extent the opportunities they have under 
the FHA plan. 

‘Now that the maximum on loans has been increased 
to $50,000, I am convinced that further gains will be 
made by our industry. In addition, with the wider 
field of activity presented under Titles II and III of 
the Act, I believe we have every reason to be optimistic. 

“Tl urge every contractor to devote his energies to a 
full and complete tie-tip with FHA activities.” 

Comments by Mr. Gawne are quoted as follows: 

“In studying the entries in the Second FHA Contest 
which has just been brought to a successful close by 
DoMEsTICc ENGINEERING, I could not help but be greatly 
impressed with the initiative and ability shown by the 
contestants who represent our industry in their respec- 
tive localities. This initiative has taken the form, not 
only of outstanding efforts to promote the sale and 
installation of plumbing and heating products and serv- 
ices, but it has been along the lines of stimulating fellow 
contractors in other branches of the building industry. 


Photo 21 shows Clifford F. Smith just after he had 
received his prize. Photo 22 shows Gilbert L. Norcutt 
with the prize for the Henderson Plumbing Company. 
Photo 23 shows J. H. Boyd with prize for Schurer- 
Boyd Co., Inc., Photo 24 shows Mr. Canaday shaking 
hands with Elmer L. Schield of Shield Plumbing & 
Heating Co. Photo 25 shows Earl Schmidt represent- 
ing Charles City Plumbing and Heating Co. Continu- 
ing in order are shown H., C. Silvis, W. W. Gesling, 
of Gesling Plumbing Co., N. L. Dittmer of O. H. Ditt- 
mer Co., James Degnan of Moersch & Degnan, J. F. 
Skramusky, James Degnan again, Mrs. Degnan, FHA 
booth in which are E. M. McLundie of St. Louis, Bar- 
ton Kutche of Chicago and Edward Monteath, presi- 
dent, Missouri State Association of Master Plumbers. 
The last photograph shows a portion of the Domestic 
ENGINEERING booth. Judges Radder, Calnan and 
Gawne are at right 
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“The enterprise of plumbing and heating contractors 
has been further disclosed by this contest in examples 
when it was necessary for them to overcome resistance 
of local banking and lending institutions before it was 
possible to sell the public the idea of FHA. One of the 
prize winners told how it was necessary to organize 
the several contractors in his community and through 
that organization hire an executive for the purpose of 
investigating credit risks and thus do a large part of 
the preliminary banking work even before the applica- 
tion for an FHA loan was submitted to the local banks. 

“TI feel that the success of the FHA as a general move- 
ment throughout the country is due largely to the out- 
standing efforts of those in our industry, especially con- 
tractor-dealers who actually are on the firing line. 

“Although there were 34 prizes awarded in this con- 
test, naturally, all the many who entered could not re- 
ceive awards. However, I feel from the nature of the 
entries that the actual award, excepting in the case of the 
larger prizes, was secondary to the benefits the contest- 
ants received. The fact that the contestant studied his 
activities and worked to develop new sales ideas which 
he might enter in the contest certainly must have made 
him a better merchandiser and must have resulted in 
increased business for him which would not have come 
if he had not made the extra effort necessary for enter- 
ing this contest. 

‘Being associated as a judge in this contest has made 
me appreciate anew the merchandising ability of the 
members of the plumbing and heating industry and 
the leadership which they exert in their respective com- 
munities.” 


“M PROUD OF THE PLUMBING INDUSTRY” 


The third judge, Norman J. Radder, had this to say 
about the entries which were submitted in the contest : 

“*[’m proud of the plumbing industry.’ 

“This remark by President John J. Calnan after he 
had concluded his examination of the entries submitted 
in the contest reflected the feeling of all of the judges. 

“It was a remarkable exhibit — remarkable for the 
achievements of the contestants, remarkable for the wide 
range of merchandising activity shown, and remarkable 
for the skill with which the documentary evidence ac- 
companying the entries was assembled. 

“Personally I was very much pleased to note that so 
many of the contestants are having ‘before and after’ 
pictures taken of their outstanding modernizing jobs, 
and that they are making up portfolios of these pic- 
tures which they are using in order to sell additional 
work, 

“The old Chinese adage that ‘One picture is better 
than a thousand words’ applies particularly to our in- 
dustry. I cannot conceive of a more powerful selling 
instrument in the hands of an alert and aggressive con- 
tractor than a portfolio of pictures of bathrooms, kit- 
chens, and basements which he has transformed by 
applying his own skill, imagination, and with the color- 
ful and efficient equipment which our industry now of- 
fers to the public. 

“The achievements of the contestants constitute an 
affirmative answer to the question which used to be 
heard some years ago, ‘Is the plumber a merchandiser ?’ 
The men who participated in this contest most certainly 


July, 1935 


are doing a good job of merchandising in every respect 
comparable to that of the leading retail outlets in other 
industries.” ; 


PRIZE WINNERS ARE LISTED 


The plumbing firm of Moersch and Degnan of Esca- 
naba, Michigan, was the winner of the first prize. Mr. 
Degnan had the pleasure of driving home the six-cyl- 
inder International motor truck. The prize winners are 
listed in the following: 


1. Moersch & Degnan, Escanaba, Mich...... Motor Truck 
2. J. F. Skramusky, Lancaster, Pa..............+.+06- 
(anesetcheiee $200.00 for Trip to N.A.M.P. Convention 
3. Thos. J. Holmes, Natchez, Miss................. $100.00 
4. A. S. Blunk Heating Co., Louisville, Ky......... 75.00 
5. Bruce Wigle Plumbing and Heating Company, 
EE. eek es ewes ec ce donb debe teceress 50.00 
6. Clifford F. Smith, Sioux Falls, S, Dak........... 25.00 
7. Geo. F. Reeke, Inc., Green Bay, Wis............ 25.00 
8. 0. H. Dittmer Co., Milwaukee, Wis.............. 25.00 
9. Ed. J. Wachter, Davenport, Iowa................ 25.00 


10. Hillerest Plumbing & Heating Co., Oak Park, Ill. 10.00 
11. American Heating Engineering Company, Inc., 


re... TA Rave cn. v as cnews oewdeceetaesaees 10.00 
12. Goheen Plumbing & Heating Co., Inc., Mishawaka, 

re er rrr er rer ee ee eet a ee 10.00 
13. Carl Plankenhorn, Williamsport, Pa............ 10.00 
14. George L. Bird, Elizabeth, N. J.................. 10.00 
15. E. W. Hollister, Glens Falls, N. Y.............. 10.00 
16. I. F. Whitmarsh Company, Inc. Taunton, Mass.. 10.00 
17. Robert Davidson, Hartford, Conn............... 10.00 
18. Hess Plumbing Company, Wisconsin Rapids, Wis. 10.00 
50. TE Cs Bs I, WH a a ss va snes ceseesesie 10.00 
20. J. Ke. Wellman Plumbing and Heating Co., Kem- 

I: EN | noo ba i 06.40 0eks 65s odes KE ee oe 10.00 
21. W. E. Gresham, Oklahoma City, Okla.... ...... 10.00 
22. H. Hagenson, Georgetown, Ill................... 10.00 
23. Gesling Plumbing Co., Lancaster, Ohio.......... 10.00 


24. Metzger and Brayer Co., Inc., Rochester, N. Y... 10.00 
25. The Bricher Plumbing Company, Dayton, Ohio.. 10.00 
26. Don Wegner Plumbing & Heating Co., Milwaukee, 


DOM, ck iciwca an snken tne hasen aitasee cen 10.00 
27. Charles City Plumbing and Heating Co., Charles 

i I: wbiine-ke a 804 66 eeddo weeds kedaé Cerebus 10.00 
28. C. G. Hottman, Bowling Green, Ohio............ 10.00 
29. The Main Plumbing & Heating Co., Ine., Royal 

ne wae ek eene shes es eee whe wen 10.00 
30. George Stoddard, Berkeley, Calif................ 10.00 
31. Eveready Plumbing & Heating Co., Washington, 

Se cai ab Oko 0 6 w ks OHS OES DEH ES OUR ERE eee 10.00 


32. Henderson Plumbing Company, Henderson, Ky. 10.00 
33. Shield Plumbing & Heating Co., Milwaukee, Wis. 10.00 
34. Schuerer-Boyd Co. Ine. Springfield, Mo........ 10.00 


The success of the Second FHA Prize Campaign and 
its effectiveness in stimulating the sale and installation 
of our industry’s products and services have been due to 
the wholehearted cooperation which has been given the 
campaign by all branches of our industry. We repro- 
duce again in the following columns the list of manu- 
facturers and wholesalers who contributed to the prize 
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award fund. 











Contributing Manufacturers 


American Brass Co., The; New York, N. Y. 

American Radiator Co.; New York, N. Y. 

American Sanitary Mig. Co.; Abingdon, III. 

American Seat & Tank Co.; Abingdon, III. 

Anderson Mig. Co.; Cambridge, Mass. 

Autovent Fan & Blower Co.; Chicago, III. 

Beaton & Cadwell Mig. Co., The; New Britain, Conn. 

Bell & Gossett Co.3; Chicago, Il. 

Burnham Boiler Corp.; Irvington, N. Y. 

Chicago Faucet Co., The; Chicago, III. 

Chicago Granitine Mfg. Co.; Chicago, I11. 

Clow & Sons, James B.; Chicago, II1. 

Crane Co.; Chicago, III. 

Excelso Products Corporation; Buffalo, N. Y. 

Federal Radiator Co.; Zanesville, Ohio. 

Fitzgibbons Boiler Co., Inc.; New York, N. Y. 

Gerstein & Cooper Co.; South Boston, Mass. 

Gorton Heating Corp.; Cranford, N. J. 

Gregory & Co., J. G.; Chicago, III. 

Grinnell Company, Inc.; Providence, R. 1. 

Hays Mig. Co.; Erie, Pa. 

Hoffman Specialty Co.; New York, N. Y. 

International Nickel Co., The; New York, N. Y. 

Kinsey & Mahler Co.; Peoria, III. 

Maid-0’-Mist, Inc.3; Chicago, IIl. 

Martin Metal Mfg. Co., The; Wichita, Kan. 

McDonnell & Miller; Chicago, I1I. 

Mercoid Corp., The; Chicago, III. 

Mueller Co.; Decatur, III. 

Never Split Seat Co.; Evansville, Ind. 

Nye Tool & Machine Works, The; Chicago, III. 

Peterson Tool Co., Clifford; Chicago, Il. 

Pierce, Butler & Pierce; New York, N. Y. 

Ruberoid Company, The; New York, N. Y. 

Russell & Co., W. A.; New York, N. Y. 

Sexauer Mfg. Co., Inc., J. A.; New York, N. Y 

Speakman Co.; Wilmington, Del. 

Standard Sanitary Mig. Co.; Pittsburgh, Pa. 

Vogel Co., Joseph A.3; Wilmington, Del. 

Walworth Co.; New York, N. Y. 

Watts Regulator Co.; Lawrence, Mass. 

Weil-McLain Co.; Chicago, Il. 

Whitehead Metal Products Co. of New York, Inc.; 
New York, N. Y. 


Contributing Wholesalers 


Behrer & Co., Inc.; New York, N. Y. 

Belknap Hdw. & Mfg. Co.; Louisville, Ky. 

Bennett Co.; Somerville, Mass. 

Biggs Pump & Supply Co.; La Fayette, Ind. 

Boston Pipe & Fittings Co., Inc.; Cambridge, Mass. 

Bourneuf Corp., The; Lynn, Mass. 

Busser Supply Co.; Lewisburg, Pa. 

Case & Son Mfg. Co., W. A.; Buffalo, N. Y. 

Central Metal and Supply Co.; Baltimore, Md. 

Central Supply Co.; Minneapolis, Minn. 

Connecticut Plumbing Supply Co. The; Stamford, 
Conn. 

Cooper Supply Co., Harry; Springfield, Mo. 

County Seat Plumbing Supply Co., Ine.; Mt. Kisco, 
N. Y. 

Desco Corp.; Wilmington, Del. 

Dimock & Fink Plumbing Supply Corp.; New York, 


i Me 
Dingman Plumbing & Heating Supply Co. Ine.; 
Mt. Vernon, N. Y. 
Economy Sales Company, The; Toms River, N. J. 
Egyptian Supply Co.; Christopher, II. 
Elizabeth Hardware (€0.; Perth Amboy, N. J. 
Farr-Better Supply Co., The; Paducah, Ky. 
Gallison Co. The Wm. H.; Boston, Mass. 
Garrity Co.; Chicago, Ill. 
Greenpoint Supply Co., Ine.; Brooklyn, N. Y. 
Hahn, Charles; Lewiston, Idaho. 
Hajoca Corporation; Philadelphia, Pa. 
Harris Pump & Supply Co.; Pittsburgh, Pa. 
Heating Supply Co.; North Side, Pittsburgh, Pa. 


DoMEsTIC ENGINEERING extends to the 
entire industry its appreciation and congratulations on 
the effective way in which its members helped to promote 
this effort. 
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Howard Plumbing Supply Co.; Newark, N. J. 

Hunter & Co., Alfred J.; Muskegon, Mich. 

Ideal Supply Co., The; Jersey City, N. J. 

Inland Supply Co.; Chicago, Il. 

Jahns Supply Co.; Fort Worth, Tex. 

Johnson, Harry; Philadelphia, Pa. 

Kahn, Samuel R.; New York, N. Y. 

Keiser-Van Leer Co., The; Bloomington, Ill. 

Kretschmer-Tredway Co.; Dubuque, Ia. 

Kurtz Co. L. H.; Des Moines, la. 

Lauterbach & Co. A. C.; Baltimore, Md. 

Lebanon Plumbing Supply Co., Ine.; Lebanon, Pa. 

Lehigh Valley Supply Co.; Allentown, Pa. 

Leighton Supply Co.; Fort Dodge, Ia. 

Levine, Samuel; New York, N. Y. 

Liberty Plumbers Supply Co., Ine.; Stapleton, S 
~~ = 


J 
— 


Mack Supply Co.; Wilkes-Barre, Pa. 

Manners-Motz Co.; St. Paul, Minn. 

McArdle & Cooney, Inc.; Philadelphia, Pa. 

Marshall-Wells Co.; Billings, Mont. 

McAuliffe & Burke Co.; Boston, Mass. 

Mead Co., Inc. John J.3 Sayville, N. Y. 

Merkel Bros. Co., The; Cincinnati, Ohio. 

Merrimack Valley Supply C€o.; Lowell, Mass. 

Mid-City Plumbing Supply Co.; Chicago, III. 

Miller Supply Co.; Chicago, III. 

Milwaukee Plumbing & Heating Supply Co.; Mil- 
waukee, Wis. 

Minneola Plumbing Supply Co., Ine.; Mineola, N. Y. 

Mott Co. of Pennsylvania; Camden, N. J. 

Nelson Co.3; Detroit, Mich. 

Newark Plumbing Supply Co., Ine.; Newark, N. J. 

Ontario Supply Co.; Philadelphia, Pa. 

Orlowitz Co. Inc., Louis B.; Philadelphia, Pa. 

Pierce-Perry Co.; Boston, Mass. 

Plumbers’ & Factory Supplies, Inc.; Columbus, Ohio. 

Powers, Austin S.; Pittston, Pa. 

Rhode Island Supply and Engineering Co.; Provi- 
dence, R. I. 

Rockford Plumbing Supply Co.; Rockford, Ill. 

Roosevelt Co., W. A.; La Crosse, Wis. 

Sales & Co., Murray W., Detroit, Mich. 

Saltser & Weinsier, Inc.; Brooklyn, N. Y. 

Soholmo, Ine.; Columbus, Ohio. 

Somerset Plumbing Supply Co.; Plainfield, N. J. 

Somerville Co. Thos.; Wechington, D. C. 

Springfield Plumbing Supply Co.; Springfield, Mass. 

Standard Plumbing Supply Co.; Philadelphia, Pa. 

Sullivan County Plumbing & Heating Sup. Co., Ine.; 
Liberty, N. Y. 

Sullivan Hardware Co.; Anderson, S. C. 

Superior Supply Co.; Cincinnati, Ohio. 

Swank Hardware Co.; Johnstown, Pa. 

Tillinghast Supply Co. The L. H.; Providence, R. I. 

Thill Supply Co., Inc.; Brooklyn, N. Y. 

Trumbull Plumbing Supply Co.; Warren, Ohio 

Universal Supply Co. The; Newark, Ohio. 

Van Denberg Supply Co.; Rockford, Il. 

Vogel & Sons Co. P. A.3 Louisville, Ky. 

Walworth California Co.; San Francisco, Cal. 

Webb Supply Co.; Framingham, Mass. 

Whitney & Ford Co.3; Chicago, I]. 

Willow Grove Plumbing and Heating Supply Co.; 
Willow Grove, Pa. , 

Wigman Co.; Sioux City, Ia. 

Winterbottom Supply Co.; Waterloo, Ia. 

Wisconsin River Supply Co.; Wausau, Wis. 

Yelton-Weaver Supply Co.; Springfield, Il. 

Young & Vann Supply Co., The; Birmingham, Ala. 








See page 71 for the announcement of the 
3rd Sales Campaign which is the third 
step in DOMESTIC ENGINEERING’S 
program to help plumbing and heat- 


ing contractors obtain more business 
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The smiles of the 
winners are shown 
on the faces of Mr. 
and Mrs. Degnan 
of Escanaba, Mich- 
=) igan. Picture taken 
just after announce- 
ment was made tell- 
ing that their firm 
had won the truck 











“ 

‘| Hk Escanaba Better Housing Drive did not 
get under way formally until May 10th, 1935. How- 
ever, we have been creating new business under this 
; plan since October, 1934 and our books show $5,500.00 
worth of business transacted under this plan prior to 
May, 1935. An outline of our program is as follows: 















Skillful Merchandising 





The writer was selected chairman of the finance com- 
mittee and a member of the building committee of the 
local campaign which was launched to get the drive 
started successfully. Mr. Moersch is a member of the 
consultation board. 

We arranged for a building in our downtown busi- 
ness district and sixteen local contractors and 
dealers, representing every phase of the building 
industry, arranged most attractive displays. In 
roing through these exhibits, one sees all that is 
newest on the market in the way of home com- 
fort—all so easily available on such an enticing 
installment plan. 

Aside from the displays, canvassers have been 
engaged to make a survey of the city to gather 
information and at the end of each week, all 
contractors and sponsors of the campaign, are 
sent a list of the prospects found during the 
week. 


Fig. 1—The illustration at the left shows one of the 
display set-ups which Moersch & Degnan have used in 
obtaining business in connection with their local Better 
Housing Campaign. This is typical of their work 






























Program Wins 


Plumbing and heating firm in a 
town of 14,000 population now 
is staging an outstanding drive to 
sell tts products and services. 
All possible sales opportunities 
are utilized. Cooking schools, 
better housing displays, show- 
rooms, show windows, newspapers 
and billboards are some of the 
mediums being used by this 


company. One big outgrowth 


of their activity has been the 
remodeling of hotel properties 


We have found that all exhibitors and sponsors co- 
operate very effectively with each other and the result is 
that each derives the opportunity of showing the fellow 
exhibitors’ prospects his individual line also. For in- 
stance, when a prospect of ours decides on new bathroom 
or kitchen equipment, his next step naturally ts to look 
at tile, paint, wallpaper and floor covering and, 
vice versa. This cooperation is also evidenced 
in newspaper advertisements. For example a 
tile contractor in presenting his type of work 
has incorporated bath fixtures in his Ad. 

Kach Sunday our local paper carries a two- 
page “Builders and Home Owners” section in 
which we advertise consistently. Before an | 
After pictures, articles on every angle of mod 
ernization, architects plans — every conceiva'!c 
help to the home owner and builder are pre 
sented herein. 


Fig. 2—Moersch & Degnan donated the two gas ranges 
shown at the right, for a baking school where 1,200 
women were in attendance two afternoons. These dem- 
onstrators were disposed of, together with a sink- 
cabinet combination placed in the hall during the school 


Motor [ruck 


Other mediums which we have employed with reason- 
able success are: 

Personal contact. 

Display at Better Housing headquarters. 

House to house distribution of circulars. 

Stickers. Stuffers in outgoing mail. 

Ads in church and school papers. 

Placards in our showroom windows. 

Movie slides. 

Showrooms at our place of business. 

sillboard service. 

Display at upper peninsula state fair (lscanaba). 

FHA canvasses. 

Suggestions of our master plumbers on repair jobs. 

Donating gas ranges to a baking school where 1,200 
women were in attendance two afternoons. Before the 
close of the session we had numerous requests for the 
stoves. The demonstrators were disposed of together 
with the sink-cabinet combination which we placed in 
the hall during the “school.” 

| believe that Persona Contacts have been the most 
effective FHA business getters. 

A year or more since, we had a salesman covering this 
locality. He obtained a very fine list of prospects for 
us. With the inauguration of the KITA, we consulted 
this file and made personal calls on the most likely pros 
pects, presented the FHA plan, gave estimates on the 
job, and in most cases closed a deal. 

Our plan when we opened this showroom (which 1s 
the first booth with front window display in a prominent 
part of our business district) was to change the show 
room weekly. We find that we are changing it oftener 


than that as almost daily we are obliged to rob the dis 
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play of a stove, sink, sink-cabinet or whatever the case 
may be, to fill the impulsive demands of those who 
have seen these attractive new-styled appliances and fix- 
tures. We find that in many instances some people go 
through these exhibits more freely than they would a 
contractors showroom. Perhaps it is the feeling that 
when they go to a person’s place of business they are 
obligating themselves. Just let them wander about at 
will through the exhibits and they surprise themselves 
and you by wanting immediate delivery of the article 
which has fascinated them. This would not be possible 
for the ordinary person to do without the help of the 
FHA. We are certainly highly pleased with the numer- 
ous prospects gained and the many and worthwhile sales 
made right from the showroom floor. 








Fig. 3—Above, shows one of sixteen modern- 
ized bathrooms in a 100-room hotel. These 
bathrooms are done in black and white and 
the shower curtains, which were supplied 
by the contractor, are black and white hand- 
painted rubberized natural silk 


Fig. 4—To the right above, the same bath- 
rooom as in Fig. 3 before modernization. 
Travelers registering in this hotel now ask 
for “one of the rooms with the new bath” 


ig. 5—At right, shows another modernized 
bathroom. Mr. Degnan says “Our completed 
FHA installations are our silent salesmen” 


Fig. 6—At extreme right, is shown a picture 
of a boiler installation before modernization 
work was begun. Compare this with Fig. 8 





July, 1935 


We are unable, of course, to check definitely the 
amount of business derived through the medium of news- 
paper advertising but disregarding the actual dollars 
and cents angle, we feel more than satisfied that by 
steady and consistent advertising we have worked our 
way into the public’s mind by having our name and 
products before them regularly. It is an automatic 
salesman. 


COMPLETED INSTALLATIONS ARE SILENT SALESMEN 


Our completed FHA installations are our silent sales- 
men. From just one of our FHA jobs we have three 
very good bathroom installations pending and I do not 
hesitate to say that these modernizations will be made 
before long. 

It is my belief that the general feeling of the public 
toward the status of plumbing contractors has changed. 
They look to them now as modernizers. It has also raised 
the demand from “Something-that-will-do-until” to the 
quality standard. We find that the public is fed-up with 
cheap substitutions and now want the best. We sell a 
$300.00 or $400.00 job easier now than we could have 
sold a $150.00 job during the past few years. Reason: 
under the FHA we are selling a $10.00 a month job. 

Our sales have been diversified, covering all our fields 
of endeavor. Here is just one which is a recent instance. 
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Fig. 7—This bathroom is the same as the one shown in 
Fig. 5 before it was modernized 


We asked a local influential citizen who had just 
moved into his new home in which we had installed five 
colored baths, monel metal kitchen equipment, complete 
laundry and hot water heating system, to renovate and 
modernize his former residence under the FHA plan, 
regardless of the fact that he could pay for it in cash if 
he so desired. We succeeded and are now imstalling a 
complete new bath, using the old fixtures in a new bath- 
room in the basement, kitchen and laundry equipment, 
together with an air-conditioning heating plant. Now 
the person who is to rent it has purchased a gas range, 
washer, shower, curtains and window drapes from us. 
Not a bad piece of cash business on one job, we think. 


NOT CONFINED TO CERTAIN PEOPLE 


Our experience with the FHA has shown us that it 
is not confined to any certain class of people. The 
laborer, the widow, the merchant, the business man, all 
are now able under the FHA to fill their long needed 
wants. 

In one instance we sold a $225.00 sewer and plumbing 
installation to a bachelor who works for $35.00 per 
month (with room and board). He owned a small house 
which did not have plumbing facilities. We are in- 
formed that he was unable to raise a loan and unable to 
rent his place to reliable renters without these accommo- 
dations. Then came the FHA. We did the work, his 
home is now occupied by good tenants at a nice rate of 
rent and he is paying for the modernization costs monthly 
trom this income we already have mentioned. 
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Fig. 8—The oil burner shown here was installed in place 
of the obsolete equipment shown in Fig. 6. “The small 
monthly payments sell the job,” states Mr. Degnan 


Again, a widow took advantage of the FHA by hav- 


ing us install a washroom so that it would enable her 


to rent a room to increase her income. A $105.00 sale. 
Another widow who had never enjoyed plumbing 
facilities was able to have a modest bathroom tnstalled. 


$140.00. 
CONTRACTS OBTAINED EVERY DAY 


Not a day passes without our obtaining one or more 
(small or large) contracts or the sale of some equip 
ment or appliance. The purchasers are people whom 
it was previously useless to approach without long-term 
financing. The small monthly payments sell the job. 

Incidentally, at the first meeting of local bankers and 
the FHA Building committee in April, it was brought 
out that only one local bank carried any FHA secured 
loans at that time. The amount was $10,000.00 and of 
the sum $5,500.00 was for work done by us. 55 per 
cent of the Plumbing Trade! Do you blame us for be- 
ing boosters of the FHA? 

Our business has increased 62 per cent in volume 
from September Ist, 1934, to May 31st, 1935, in com 
parison with the same period of 1933-34. We are con 
fident that we will increase this ratio as 1935 progresses 
and as our efforts are continued. 

We have had some before and after pictures made of 
two jobs. 

1. A complete bathroom modernization. 

2. Installation of a Boiler Burner unit to replace an 
obsolete heating boiler and oil burner. 


(Continued on Page 156) 
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Conventions in Its 


66 
Piumeinc as a health measure ts 
definitely confirmed.” So reads the report of John J. 
Calnan, retiring president of the National Association of 
Master Plumbers, as delivered to the 53rd annual con- 
vention in Chicago, June 25 to 27. 

Although for years the master plumber has known the 
close connection between plumbing and public health, it 
is doubtful whether, in the whole history of the N. A. 
M. P., there has been so much evidence that others have 





John J. Calnan, retiring president 


50 


George W’. Frank of Buffalo, 
the association, and George 
N. J., ts elected to the vice 
dent Calnan 1s praised highly 


recognized that connection as clearly. The operation of 
the Research Laboratory during the week of the conven- 
tion; the presence on the program of Dr. Herman N. 
sundesen ; the proclamation of ‘Health Day” by Mayor 
Edward J. Kelly of Chicago, and his own presence at 
the opening session of the meeting; the address of Sena- 
tor Pat McCarran; more particularly the address of Hon. 
John D. Dingell; the willingness of Hon. Morris L. 
Cooke, administrator, Rural Electrification Administra- 
tion, to include plumbing in his vast farm electrification 
program; the illustrated health lecture by Major Joel I. 
Connolly ; and the time given to debating the resolution 
concerning the continuance of the testing committee— 
all these show that President Calnan, in selecting as his 
major task the recognition of plumbing as a public health 
measure, showed an accurate appreciation of the right 
moment for launching his effort. It will be remembered 
as the contribution of his administration to the national 
association. 


NEW OFFICERS ARE NAMED 


, When the time came for the election of officers, the 
retiring president introduced the following officers, 
elected unanimously by the convention to serve during 
the coming year: President, George W. Frank of Buf- 
falo, N. Y.; Vice President, George H. Werner of 
Orange, N. J.; Treasurer, H. O. Green of Tulsa, Okla. 
President-Elect Frank’s selection of Henry J. Ritter of 
suffalo to be secretary during his administration was 
unanimously approved from the floor. 

[In accepting the presidency, Mr. Frank said: 

“| appeal for the hearty cooperation of the member- 
ship from coast to coast for the success of our industry 
so that we can at once create a condition among our 
industry that will make it more prosperous than it has 
ever been in the history of the association.” 

Dr. Herman N. Bundesen, president of the Chicago 
Board of Health, was made an honorary member of the 
National Association of Master Plumbers. This honor 
was conferred on Doctor Bundesen in recognition of his 
leadership and accomplishments in bringing about recog- 
nition of plumbing as a health measure. Doctor Bunde- 
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N. Y., zs elected president of 
H. Werner, Kast Orange, 
presidency. Retiring Prest- 
for his many achievements 


sen is the first non-member of the association to be thus 
honored. 

An event that aroused the interest of delegates, mem- 
bers and guests was the announcement of winners in the 
Second FHA prize contest and the awarding of prizes to 
these persons. The awards were made at the Domestic 
ENGINEERING booth in the exposition hall, and complete 
details are given elsewhere in this issue. 


DELEGATES ENDORSE SCHOLARSHIP WORK 


Considerable discussion ensued regarding the N. A. 
M. P. scholarships at Carnegie Institute of Technology 
and the delegates gave the association’s Scholarship Com- 
mittee a vote of confidence in its policies. Those who 
participated most actively in the discussion of this sub- 
ject were Frank Fee of New York City, Richard J. 
Welch of Lowell, Mass., chairman of the Scholarship 
Committee and Jere L. Murphy of New York City. 

The committee’s report, as rendered by Mr. Welch, 
showed that two students were awarded scholarships as 
a result of the contest which closed on May 15. Alfred 
Salzer of New Orleans and Charles Good of Wilkins- 
burg, Pa., were the winners. The alternates selected by 
the committee were Claire Gladieux of Toledo, Ohio, and 
T. J. Corrigan of St. Louis, Mo. 

The delegates were stirred by the address of Senator 
McCarran who asked for constitutional democracy, say- 
ing in part: “Men may make mistakes. Legislators may 
make mistakes. But my fellow citizens, our mistakes 
will be rectified so long as there remains a constitutional 
democracy. There is an element that seems to tie down 
the fundamental principles of democracy that must lead 
the world. Let there be no fertile ground on the West- 
ern Hemisphere for those who can’t find a resting place 
for their theories.” 

John Coefield, president of the United Association of 
Journeymen Plumbers and Steam Fitters of the United 
States and Canada, attended the opening session and 
gave sound evidence of the closer cooperation now pre- 
vailing between employer and employe. He pledged his 
complete support in creating more harmonious relations 
between these two groups. 





Ceorge W. Frank, newly elected president of the 


N. A. M. P. 


O. W. Rosenthal, president of the National Associa 
tion of Building Trades Employers, called attention to 
the fact that during July there will be a great mass meet- 
ing in Atlantic City, N. J., of the entire construction 
industry for the purpose of salvaging the better parts of 
the construction code. 

A high-light of the opening session was the address 
by Mayor Kelly of Chicago who extended a warm wel- 
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George H. Werner, Orange, N. J., vice 
president of National Association of 
Master Plumbers 


come to the visitors and pointed out the leadership 
Chicago has assumed in plumbing progress. 

The opening session was also addressed by the Hon. 
Patrick J. Hurley (secretary of war, 1929-1933) who is 
general counsel for the association. Mr. Hurley advised 
that the only possible relief from the permanent injunc- 
tion (Equity 151) would be by way of Congressional 
action, which issued later in the form of a resolution. 

A unique ritual for the formal opening of the con- 
vention consisted of the ringing of the old bell on Crane 
Company’s building on Jefferson Street in Chicago, the 
sound being transmitted by wire. 

The elaborate patriotic services at the first session were 
conducted by T. W. Merryman of Chicago, with the 
soard of Trade Post of the American Legion 
participating. 

The memorial services for deceased members of the 
association were marked with a display of sincere rever- 
ence. Wilbur R. Dosher of Wilmington, N. C., was in 
charge. | 

Robert J. Barrett of Washington, D. C., executive di- 
rector of the divisional code authority, rendered with 
great feeling a final report on the plumbing contracting 
code and its work. 

Mrs. Robert Liss of Chicago, president of the National 
Women’s Auxiliary during the past two years, introduced 
the new auxiliary president, Mrs. F. C. Kuetemeyer of 
Milwaukee, Wis. Mrs. John J. Calnan, wife of the na- 
tional president, and Mrs. George H. Werner, wife of 
the newly elected national vice president, were also in- 
troduced. 

Not until the second day of the convention were the 
delegates privileged to pay their customary compliments 
to the founder of the National Women’s Auxiliary, Mrs. 
E. D. Hornbrook of Kansas City, Mo., who was ill when 
the convention opened. 

Past presidents of the association who were introduced 
at the opening session included Charles J. Boyd of Chi- 
cago, Frank J. Fee of New York City, Frank B. Lasette 
of New York City, Joseph W. Cannon of Chicago, Jere 
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Henry J. Ritter, Buffalo, N. Y., secre- 
tary of National Association of Master 
Plumbers 


Fie | 1 





H. O. Green, Tulsa, Oklahoma, treas- 
urer of National Association of Master 
Plumbers 


Sheehan, Jr., of St. Louis, George H. Drake of Buffalo, 
N. Y., P. W. Donoghue of Boston, Mass., Edward B. 
Kleine of Cincinnati, Ohio and Robert J. Barrett of 
Washington, D. C. Messages of greeting were read 
from several former presidents who were unable to be 
present. 

Rupert J. Weber, in behalf of the Chicago association, 
presented President Calnan with a beautiful gavel. 
Charles E. Gawne president of the Chicago association 
and national secretary during President Calnan’s admin- 
istration, presented to him several very attractive silver 
pieces, also a gift from the Chicago local. At a moment 
when President Calnan was absent from the convention 
hall, steps were taken to select a gift to be presented to 
him by the N. A. M. P. in appreciation of his work. 


HONORARY MEMBERS INTRODUCED 


A rousing welcome was extended Alexander W. Mur- 
ray of Twin Falls, Idaho, the only surviving charter 
member of the National Association of Master Plumbers. 
Mr. Murray, who is eighty-seven years old, addressed 
the convention and was presented with a gold emblem. 
Other national honorary members present included Ed. 
L. Penfrase of New York City, chairman, Charles T. 
syrne of Chicago, Dean Clifford B. Connolley of Car- 
negie Institute of Technology, Pittsburgh, and Charles 
J. Herbert of Chicago. The following sent letters of 
regret on their inability to be present: William A. Decker 
of Grand Rapids, Mich., John E. Dugan of Albany, N. 
Y., A. P. Elder of Ottawa, Kans., and John L. E. Firmin 
of Los Gatos, Calif. 

Those at the speakers’ table at the opening of the con- 
vention included President Calnan, Vice President Frank, 
Mayor Kelly, Doctor Bundesen, Joseph G. Hildebrand, 
executive secretary of the national association, Peter 
Munn, secretary to the national president and secretary 
of the Chicago local, Ed. L. Penfrase, Secretary Gawne, 
Alexander W. Murray, Ernst L. Flentje, assistant execu- 
tive director of the divisional code authority, Treasurer 
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Dr. Herman N. Bundesen, Chicago, 
elected honorary member of National 
Association of Master Plumbers 


H. O. Green, Charles J. Ormond of Houston, Tex., na- 
tional director, Charles J. Boyd and William J. Flynn of 
New York City. 


MANY PROMINENT GUESTS PRESENT 


Many prominent guests were in attendance and were 
introduced. These included Harry Hart of Chicago, 
who represented J. Lawrence De Neille of St. Louis, 
Mo., president of the Heating, Piping and Air Condi- 
tioning Contractors National Association; Charles Bar- 
rows, manager of the Chicago branch of Crane Co.; 
Charles B. Nash, vice president in charge of advertis- 
ing, American Radiator & Standard Sanitary Corp., New 
York City; C. R. Crane II, vice president of Crane Co., 
Chicago; Harry M. Reed, president of Standard Sanitary 
Mfg. Co., Pittsburgi, Pa.; Harry Yelton, Inland Supply 
Co., Chicago; W. E. McCollutn, secretary, Central Sup- 
ply Association; Harry Nelson, president, Nelson: Co., 
Detroit, Mich.; P. R. Mork, vice president in charge of 
sales, Crane Co.; John Coeffield, president of the United 
Association of Journeymen Plumbers and Steamfitters, 
and George Masterson, Chicago, business agent for the 
journeymen’s organization. 

President Calnan appointed four committees to handle 
the work of the convention, as follows: Auditing, J. Pres- 
ton Perham of West Roxbury, Mass., chairman ; creden- 
tials, Walter E. Eynon of Canton, Ohio, chairman; me- 
morial, Wilbur Dosher of Wilmington, N. C., chairman, 
and resolutions, Charles M. Swinnerton of Los Angeles, 
Calif., chairman. Two reading clerks were appointed, 
namely Joseph G. Hildebrand and Ernst L. Flentje. 
George L. Satterlee of Kansas City was named sergeant- 
at-arms and the two assistants appointed were James C. 
Naughten of Chicago and Engval Stevenson, also of 
Chicago. 

The final report of the credentials committee showed 
that 2,519 persons registered for the convention, repre- 
senting thirty-two states and 118 cities. The registra- 
tion was divided as follows: delegates, 259; members, 
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Action Views of the Election 


Top row, left to right: President Calnan calls for nomi- 
nations, and William J. Flynn of New York City 
nominates George W. Frank of Buffalo, N. Y., for 
the presidency; (2nd row) President Calnan places the 
president’s medal on Mr. Frank, who thanks the dele- 
gates; (3rd row) E. P. Ingram of Jersey City, N. J., 
nominates George H. Werner of Orange, N. J., for 
vice president, and Mr. Werner accepts the office; 
(4th row) President Calnan introduces Mrs. Werner, 
and then Mr. Frank appoints as his secretary, Henry J. 
Ritter of Buffalo: (5th row) Mr. Ritter is introduced 
and J. W. Pate of Birmingham nominates H. O. Green 
of Tulsa, Okla., for treasurer; (6th row) Mr. Green 
is congratulated by President Calnan and thanks the 
delegates 


559; exhibitors, 488; members of the women’s auxihary 
and their guests, 703; other guests, 510. 

The Exposition of Plumbing, Heating and Allied Prod- 
ucts which was held in the large exhibit space of the 


















































































(1) W. M. Byrd, Jr., vice president, Alabama Pipe Co., Chicago. (2) Charles W. Alcock, 
Chicago. (3) Joseph W. Pate, Birmingham, Ala. (4) C. M. Baumgardner, manager, U. S. 
Radiator Corp., Chicago. (5) J. A. Callahan, general manager of plumbing division, Briggs 
Mfg. Co., Detroit. (6) Albert Schlehuber, Peoria, Ill. (7) W. R. Dosher, Wilmington, N. C. 
(8) J. C. Murphy, St. Louis. (9) A. D. Rose, sales manager, Jas. P. Marsh Corp., Chicago. 
(10) James B. Graham, president, Ridge Tool Co., Elyria, Ohio. (11) Berger Sande, Chicago. 
(12) Chas. D. Harris, Chicago. (18) Walter J. Blyth, Chicago. (14) Clifford F. Smith, Jr., 
Sioux Falls, S. D. (15) Edward Frank, Cincinnati, Ohio. (16) Wm. S. Richmond, Cleveland 
Heights, Ohio. (17) C. M. Ganger, Dayton, Ohio. (18) August H. Boss, Chicago. (19) 
Robert H. Pflug-Felder, Philadelphia. (20) Martin Wold, Duluth, Minn. (21) Chas. L. Crabb, 
Chicago, Central Foundry Co. (22) J. B. Wallace, Chicago. (23) L. I. Norton, Washington, 
Iowa. (24) John W. Koch, Waterloo, Iowa. (25) Stuart G. Phillips, advertising manager, 
Dole Valve Co., Chicago. (26) Anton Sezypior, Hammond, Ind. (27) R. C. Bolsinger, Norris- 
town, Pa. (28) E. H. Gardner, Josam Manufacturing Co., Cleveland, Ohio. (29) C. P. L. 
Moran, manager, Crane Co., Washington, D. C. (380) Dick Johnson, Champaign, Il. (31) 
A. Schader, Peoria, Ill. (32) Clarence A. Popp, New York City, Toledo Pipe Threading Ma- 
chine Co. (33) Sam Burman, St. Louis, Mo. (34) L. H. Goldbright, Jr., New York City. 
(85) Earl L. Clevenger, Muncie, Ind. (36) R. A. Bass, Ross Heater Mfg. Co., Inc., Buffalo, 
N. Y. (87) Ed. P. Krugman, American Radiator Co., Chicago. (88) J. W. Lundon, Dubuque, 
Iowa. (39) J. C. Hickey, plumbing inspector, Chicago. (40) A. C. Brown, president, Chicago 
Faucet Co., Chicago. (41) Bill Damon, executive secretary, of Oklahoma M. P. Association. 
(42) Mann C., Ejichel, Richmond, Va. (43) L. L. Carr, Omaha, Nebr. (44) William Redieske, 
Eagle Picher Lead Co., Chicago. (45) Samuel Apple, president, Afco Mfg. & Sales Co., Cleve- 
and. (46) D. C. Cunningham, St. Louis. (47) J. G. Gregory, Chicago. (48) H. N. Sprenkle, 
Detroit. (49) D. W. Burgoon, Chicago. (50) T. M. Dugan, McKeesport, Pa. (51) Lee H. 
Rose, Peoria, Ill. (52) John R. Delehant, Chicago. (53) Loy Johnston, Los Angeles. (54) 
George R. Lewis, Armstreng Bros. Tool Co., Chicago. (55) Chas. O. Pratt, Dole Valve Co., 
Chicago. (56) Geo. L. Bird, Elizabeth, N. J. (57) William E. Silberman, Never Split Seat 
Co., Evansville, Ind.’ (58) H. J. Frantz, Lexington, Ky. (59) Edward J. Wachter, Daven- 
port, Iowa. (60) Frank R. Roth, New York City. (61) W. R. Pugh, Racine, Wis. (62) W. J. 
Farwell, Chicago. (63) Walter I. Vallett, EverHot Water Heater Co., Detroit. (64) W. F. 
Selsmeyer, Kohler Co., Kohler, Wis. (65) Otto Jentsch, Wolverine Brass Works, Grand Rapids, 
Mich. (66) J. J. Nangle, American Radiator Co., Chicago. (67) George P. Dorrance, Sulflo 
Corp. of America, East Orange, N. J. (68) Werner Wanzenberg, Evanston, Ill. (69) Albert M. 
Showers, Yaeger Town, Pa. (70) William C. Hanson, Washington, D. C. (71) W. A. House- 
weller, Albany, N. Y. (72) A. A. Ahlff, Chase Brass & Copper Co., Waterbury, Conn. (73) 
Alfred Jones, Chicago. (74) A. W. Carlson, Rockford, Ill. (75) Chas. R. Zimmerman, Sparrows 
Point, Md. (76) W. G. Whitelaw, American Radiator Co., Chicago. (77) John M. Denney, Na- 
tional Tube Co., Pittsburgh. (78) F. H. Gaylord, Chicago, Hoffman Specialty Co. (79) S. G. Wetz- 
ler, Jr., Blue Seal Chemical Co., Roselle, N. J. (80) W.C. Williams, Wilkes-Barre, Pa. (81) John 
McCann, Chicago. (82) Frank E. Pearson, Chicago. (88) C. V. Swann, Huntington, W. Va. (84) 
Arch P. Fleming, Fairmont, W. Va. (85) A. C. Plaunt, Duluth, Minn. (86) Charles C. 
Corzatt, Chicago, American Brass Co. (87) T. R. Phalen, Milwaukee, Kohler Co. (88) E. M. 
Feighan, Josam Mfg. Co., Cleveland. (89) J. S. Malone, St. Louis. (90) F. C. Jenne, Louis- 
ville. (91) Ennis Smith, Greenville, S. C (92) Arthur H Murray, Hoopeston, Ill. (93) 
Arthur W. Murray, Hoopeston, Ill. (94) L. J. Potvin, Chicago, Hoffman Specialty Co. (95) 
J. J. Kennedy, National Tube Co., Chicago. (96) W. B. Capshaw, Kenosha, Wis., American 
Brass Co. (97) K. P. Fuhrmann, Wheeling Steel Corp., Wheeling, W. Va. (98) Bill Gesling, 
Lancaster, Ohio. (99) Earl Schmidt, Charles City, Iowa. (100) Anthony F. Decker, Albany, 
N. Y. (101) M. J. Hirshstein, Josam Mfg. Co., Cleveland. (102) R. M. Ackerman, Chicago, 
Kohler Co. (103) John J. Harutun, Eagle Picher Sales Co, Cincinnati. (104) Bill Yousem, 
Omaha, Nebr. (105) A. Greenbaum, Chicago. (106) Joseph B. Stewart, Briggs Mfg. Co., 
Detroit. (107) Robert W. Warnke, The Toledo Pipe Threading Machine Co., Toledo, Ohio. 
(108) H. G. Franklin, Chicago. (109) Edward J. Daly, Albany, N. Y. 
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Top row, left to right: Joseph Freye, Muskegon, Mich.; H. Bre:hauer, Chicago; Phil A. Schneider, Sheboygan, Wis.; H. G. Moore, 

Evanston, Ill.; Earl H. Skogg, Green Bay, Wis.; Victor M. Merchant, Rockford, Ill.; J. M. McDonald, Dubuque, Ia.; J. 5. Ray- 

mond, Chicago. Bottom row: H. J. Stock, Milwaukee; J. S. MacKenzie, Oak Park, Ill.; A. J. Adshade, president of Denver, Colo., 

association: F. E. Turner. Chicago: P. P. Theisen, Evanston, Ill.; David D. Holler, Sheboygan, Wis.; H. P. Wilke, White Fish Bay, 
Wis., and W. E. Good, Los Angeles, Calif. 


Stevens hotel, easily accessible to the convention hall, con- 
tained many interesting and educational exhibits of the 
industry’s products. The exposition was exceptionally 
well attended and from many sides the remark was made 
that it was probably the best show ever sponsored by the 
association. 

Among matters of general interest that the conven- 
tion listened to was a report by N. H. Engle, assistant 
director, Bureau of Foreign and Domestic Commerce, 
showing the great need for plumbing and heating in this 
country today. Mr. [:ngle’s report was based on facts 
revealed by the housing survey which the Department 
of Commerce conducted recently in sixty-four cities. 

The survey revealed that 8 per cent of the approxi- 
mately two and a half million homes studied were not 
supplied with running water, while 25 per cent had cold 
water only, and 67 per cent had both hot and cold water. 
In some sections of the country the percentage of resi- 





Standing, left to right: Thomas J. Claffy, chief plumbing 
inspector, Chicago Board of Health, and J. R. Thompson, 
plumbing inspector of the Board of Health. Sitting: 
John Mitchell, chief plumbing inspector of the Bureau of 
Engineering of the Water Department, and William G. 
Gallagher, plumbing inspector of the Board of Health 


dential structures which were without water was much 
below the average for the entire country. 

While only 8 per cent of the homes were not piped 
for running water, 17 per cent of the homes were with- 
out water closets, the survey revealed. For the United 
States as a whole, over 23 per cent of the families in- 
terviewed reported no bath tubs or showers. 

The figures generally not only reveal the fact that 
the environs of the city are less well supplied with plumb- 
ing and heating facilities than is the city proper, but give 
exact measurement of the extent of the shortage. 


PLUMBING AS A PUBLIC HEALTH MEASURE 


One of the most widely discussed matters to come be- 
fore the convention concerned what action should be taken 
to continue the work of the research laboratory that has 
been functioning in Chicago for the purpose of testing 
plumbing equipment and devices in order to determine 
whether they are likely to cause cross-connections or 
back-siphonage. 

The Plumbing Contractors’ Association of Chicago 
and the master plumber members of the Chicago Plumb- 
ing Research Laboratory Committee submitted a resolu- 
tion to the convention requesting that the N. A. M. P. 
establish a permanent laboratory for the testing and 
accepting or rejecting of plumbing fixtures and de- 
vices. It was further suggested that a permanent com- 
mittee of twelve persons should be created to operate 
the laboratory and that the incoming national board of 
directors find ways and means for the establishment of 
this committee and the financing thereof. 

The resolution recommended that this committee of 
twelve should be known as the Council of Safety and 
Protection of Public Health of the National Association 
of Master Plumbers of the United States, and that the 
committee should be comprised of nine members of the 
N. A. M. P. and that the American Medical Associa- 
tion, the American Institute of Architects and the Ru- 
reau of Standards be requested to appoint one member 
‘ach to the committee. The plan, roughly, would be to 
elect three master plumber members to the committee 
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at each annual convention for a three-year term each. 

The resolutions committee in its report fully endorsed 
the research laboratory project and recommended that 
the entire matter be referred to the incoming officers and 
directors for consideration and action because ‘‘the cost 
of operation and the many angles, legal and otherwise, 
that will no doubt be disclosed require the most care- 
ful and thorough consideration.” 

Acting on a motion by William J. Flynn of New York 
City, the resolutions committee’s recommendation was 
approved by the convention. 

“There is an intimate relationship between plumbing 
and health,’’ Doctor Bundesen told the delegates. His 
address was broadcast over Station WLS, Chicago. “In- 
vestigations conducted in Chicago of health hazards in 
plumbing have demonstrated to the entire country that 
it is just as necessary to protect the safety of drinking 
water all the way to the ultimate consumer as it is to 
safeguard the milk supply. Your industry deserves 
more cooperation by health authorities. 

“The scientific attitude Chicago plumbers have shown 
toward this problem is indicated by the establishment 
of the testing laboratory. . . The prevention of water- 
borne disease rests, to a great degree, in the hands of 
the members of this association.” 


CONGRESSMAN CONDEMNS FAULTY PLUMBING 


Congressman John D. Dingell, who sponsored H. J. 
Resolution 254, which called for the inspection of the 
plumbing systems in all federal government buildings 
throughout the nation, told the delegates of the status 
of this proposed legislation and reiterated his belief that 
good health and good plumbing are closely related. 

“That plumbing has a direct bearing upon the public 
health in this country is generally recognized,’ Con- 
gressman Dingell remarked. “Faulty plumbing instal- 
lations in most instances have been the result of jack-leg 
plumbing or the work of a handy man.” 

He explained that both the House and the Senate rec 
ognized the importance of the resolution and voted in 
favor of it. Congressman Dingell told of a conference 
he had had with President Roosevelt concerning the 
resolution, saying, “As a result of this conference [ am 
reasonably certain that such a survey will actually be 
made in the near future.” 

He recommended that the N. A. M. P. make its prin- 
cipal objective the stamping out of faulty plumbing in- 
stallations. He further suggested that a bureau of re- 
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Standing, left to right: Leo J. Corboy, William R. Brookman 
and Norman J. Radder. Sitting: H. P. Reger, William J. 
Lang and Thomas F. Hanley, Jr.. members of the special 
committee on vacuum breakers for the City of Chicago 


search be established and that the master plumbers co- 
operate closely in this work with the American Medical 
Association. 

The address by Morris L.. Cooke, rural electrification 
administrator, is evidence of President Calnan’s success 
in having plumbing included in this program. <A bath 
room and an electric cook-stove and other modern ap- 
pliances in every farmhouse possible 1s the aim of the 
electrification administration, according to Mr. Cooke. 
Facilities are being set up on a nation-wide scale, he 
said, whereby farmers may buy plumbing and electrical 
equipment on installments. 

Mr. Cooke cited the following data based on a recent 
survey of sanitary equipment in the rural areas of the 
country: Of the thirty million persons dependent on ag 
riculture for their living, 73 per cent have to carry 
water from wells.or other sources of supply; 77 per 
cent have to get along without outdoor toilets; 93 per 
cent have neither bathtub nor shower; 8/7 per cent have 
extremely inadequate heating facilities for their homes; 
48 per cent have to do their laundry work outdoors. 

The rural electrification agency is one of the latest 


Group of Health Department ofh- 
cials, plumbing contractors, and 
delegates at special preview of 
the cross-connection and back 
siphonage demonstration at the 
research laboratory conducted 
during the National Association 
of Master Plumbers’ convention 
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(1) F. J. S. Schneider, A. Y. McDonald Mfg. Co., Dubuque, Iowa. (2) Fred J. MacKenzie, 
Crane Co., Chicago. (3) S. F. Nichol, Washington, Pa. (4) O. V. Woolley, Maid-O-Mist, Inc., 
Chicago. (5) C. M. Cuthbert, Woodward-Wanger Co., St. Louis. (6) E. C. Wagner, Chicago. 
(7) Potter Bowles, president, Hoffman Specialty Co., New York City. (8) Oscar E. Bott, 
Yeomans Bros. Co., Chicago. (9) Anton Vyhnalek, Chicago. (10) Fred H. Rix, EverHot 
Heater Sales Co., Chicago. (11) Dennis F. Galvin, Dennis F. Galvin & Co., Dedham, Mass. 
(12) E. W. Sanborn, Commonwealth Brass Corp., Chicago. (18) Ernest Sanger, Hotstream 
Heater Co., Detroit. (14) John Heinkel, Blake Specialty Co., Rock Island, Ill (15) A. G. 
Petersen, Chicago. (16) Fred B. Dechant, American Rolling Mill Co., Middletown, Ohio. (17) 
H. H. Engeling, Mid-Valley Supply Co., St. Louis. (18) William P. Kane, Boston. (19) 
W. B. Tomlinson, vice-president, Tomlinson Co., Inc., Richmond, Va (20) John Howatt, 
Chicago. (21) G. C. Wilson, Accessories Co. Inc., New York City. (22) Harry Howell, Cleve- 
land Heater Co., Cleveland. (23) Robert Mueller, vice president, Mueller Co., Decatur, Ill. 
(24) William Clement, Nye Tool & Machine Works, Chicago. (25) E. R. Barkley, Beaver 
Pipe Tools, Inc., Warren, Ohio. (26) Niels Jepsen, West Newton, Mass. (27) Andrew R. 
Park, Winnetka, Ill. (28) L. P. Eaton, Chicago, EverHot Heater Co. (29) L. J. Hickman, 
Newton, Mass. (30) Lynn R. Williams, St. Clair Shores, Mich. (31) J. P. Struck, Wolverine 
Brass Works, Grand Rapids, Mich. -32) William J. Cleary, Brighton, Mass. (33) Harold C. 
Schmidt, John G. Kelly, Inc., New York City. (84) William J. Woolley, Maid-O-Mist, Inc., 
Chicago. (35) R. B. Finn, Chicago. (36) John Nelson, Omaha, Nebr. (37) H. S. Nilson, Fiat 
Metal Mfg. Co., Chicago. (88) George R. Frankland, Johns-Manville Co, Chicago. (39) 
D. Wolff, Wilmette, Ill., A. Y. McDonald Mfg. Co. (40) John T. McGrath, Libertyville, Il. 
: (41) Americus P. Nye, Nye Tool & Machine Works, Chicago. (42) B. C. Hecox, J. A. Sexauer 
i Mfg. Co., Inc., New York City. (43) A. L. Kuntz, Portland, Ore. (44) H. O. Nelson, Nelson 
Co., Detroit. (45) C. H. Hall, Johns-Manville, New York City. (46) E. W. Carroll, Chicago, P 
Kohler Company. (47) W. E. Foskett, Chicago, Kewanee Boiler Corp. (48) George D. Clewell, 
Chicago. (49) L. D. Bowron, Chicago, Kewanee Boiler Corp. (50) John A. Farley, Crane Co., 





























































: Chicago. (51) T. M. Lillberg, Nye Tool & Machine Works, Chicago. (52) A. A. Tomlinson, 
4 Tomlinson Co., Inc., Philadelphia. (53) W. D. Murphy, Sloan Valve Co., Chicago. (54) F. T. 
4 Paff, Brooklyn, N. Y., Excelso Products Corp (55) Paul R. Baugh, New York City. (56) 





E. I. Leighton, Fort Dodge, Ia. (57) Otto Schulz, Portland, Ore. (58) John C. Lattimer, 
Central Tube Co., Chicago.. (59) Frank R. Fabbri, James B. Clow & Sons, Chicago. (60) 
Robert Dick, Lead Industries Association, New York City. (61) H. A. Clauson, Lead Industries 
Association, Chicago. (62) Martin A. Rooney, New York City, Briggs Mfg. Co. (63) C. E. 
Kindred, Peoria, Ill. (64) David Smythe, Central Tube Company, Pittsburgh. (65) John J. 
Sargent, Chicago. (66) William Dalleywater, American Brass Co., Waterbury, Conn. (67) 
Walter J. Widmer, Portland, Ore. (68) Don D. Smith, Briggs Mfg. Co., Detroit. (69) O. S. 
Lee, The Nye Tool & Machine Works, Chicago. (70) William C. Wagner, Chicago. (71) 
B. W. Erk, American Brass Co., Waterbury, Conn. (72) Homer R. Linn, American Radiator 
Co., Chicago. (73) George F. Crawford, Boston. (74) H. F. Straus, Chicago. (75) H. J. 
Hurst, Port Neches, Tex. (76) George Reeke, Green Bay, Wis. (77) Laurence Cornelius, 
Wolverine Brass Works, Grand Rapids, Mich. (78) W. E. Impey, Chicago. (79) W. W. 
Hughes, Minneapolis. (80) Alfred Mitchell, Saginaw, Mich. (81) O. D. Waldon, Indianapolis, 
Brunswick-Balke-Collender Co., Chicago. (82) Henry Swade, Chicago. (83) W. L. Dean, 
Charlotte, N. C. (84) Robert E. Murphy, Chicago. (85) J. R. Murphy, Taco Heaters, Inc., 
Chicago. (86) K. P. House, St. Paul, Minn, Wheeling Steel Corp. (87) L. C. Coombs, Imperial 
Brass Mfg. Co., Chicago. (88) John D. Burnham, Philadelphia, Bridgeport Brass Co (89) 
E. J. Carney, Radiator Specialty Co., Charlotte, N. C. (90) George D. Davidson, Chicago. (91) 
0. E. Bender, Birmingham, Mich. (92) W. E. Price, president, Central Supply Association, 
% Muncie, Ind. (98) Ed. H. Shimer, Detroit, American Brass Co. (94) Walter E. Eynon, 
Canton, Ohio. (95) D. J. Burns, Wallingford, Conn. (96) Andy Sheahan, Weil-McLain Co., 
Chicago, (97) William Smith Andrews, Chicago. (98) N. B. Wheeler, Kalamazoo, Mich. (99) 
H. L. Rose, Jr.. Cambridge, Mass. (100) W. G. Regan, Briggs Mfg. Co., Detroit. (101) Glenn 
j. P. Seeley, Pontiac, Mich. (102) Geo. E. Collins, manager Crane Company, Davenport, Ia. 
(168) F. D. Branson, La Crosse, Wis. (104) H. G. Dupree, Jacksonville, Fla. (105) Thomas J. 
Claffy, plumbing inspector, Chicago. (106) R. M. Little, Butler, Pa. (107) Harry M. Worm. 
ley, Struthers, Ohio. (108) Leonard Keating, Detroit. (109) George E. Hoffman, manager of 
plumbing sales, Crane Co., Chicago. 
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Some of the state presidents who attended the convention. 


Top row, left to right: F. B. Lent of Saginaw, president of Michigan 


association; W. E. Wilson of Asheville, president of North Carolina association; W. H. Kuhn of Dallas, president of Texas asso- 
ciation; Edward Monteath of St. Louis, president of Missouri association; Foster R. Fanning of Winter Park, president of Florida 
association; Joseph O. Stapf of Albany, president of New York association, and C. E. Carlson of Sioux Falls, president of South 
Dakota association. Center row: Hickey Himstedt of Little Rock, president of Arkansas association; W. H. Picard of Oakland, 
president of California association; E. P. Ingram of Jersey City, president of New Jersey association, and H. C. Messner of Claren- 
don, president of Virginia association. Bottom row: George J. Palmer of Ames, president of Iowa association; Henry Blank of 
Dayton, president of Ohio association; R. T. Morrill of Beloit, president of Wisconsin association; Edwin B. Clayton of Denver, 
president of Colorado association; Joseph G. Hayes of Indianapolis, president of Indiana association; and Philip S. Bailey of 
North Scituate, president of Massachusetts association 




















set up by the New Deal. It was established May 11 un- 
der the work relief program, and it has an allocation of 
100 million dollars. Its purpose is to bring electricity 
to farms by financing distribution lines that will tap 
transmission lines. The projects are to be “self- 
liquidating.”’ 

Master plumbers and electricians and makers of plumb- 
ing and electrical supplies are being urged to get together 
and develop standardized low cost units which may be 
sold by a single sales force instead of by items. Ad- 
ministrator Cooke urged those present at the conven- 
tion to “meet the problem of the farmer with something 
inspirational.” 

“Is it not possible,” Director Cooke remarked, “by a 
combination of simplification, standard design, mass pro- 
duction and wholesale sales promotion, to give the farmer 
a low cost, small profit bathroom that he will simply 
have to install—even poor as he may be today? Would 
it not be possible for you to effect an understanding 
with the manufacturers of electric ranges, refrigerators, 
heaters, irons, pumps and other apparatus, so that in 
this new territory your salesman will be the one who can 
sell a completely electrified home ? 

“Rural electrification is the impetus for which you 
have long waited to start your factories working again 
and to open up a market for sanitary facilities the like 
of which has not been felt by industry.” 


MANY RESOLUTIONS PRESENTED 


More than twenty resolutions were presented for the 
consideration of the delegates—some were approved, 
some rejected and some withdrawn by their sponsors. 

Resolution No. 1, presented by the State Association 
of ,Master Plumbers of California, requested that the 
association’s officers contact manufacturers of enamel 
press steel plumbing fixtures in order that master 
plumbers may be fully prepared to handle the distribu- 


tion, sale and installation of this ware. This resolution 


was approved by the delegates. 

Resolution No. 2, presented by the Wisconsin Master 
Plumbers Association, was intended to prevent the theft 
or misdirection of plumbing fixtures. It recommended 
that, if possible, manufacturers place non-effaceable 
serial numbers on all fixtures. This resolution also was 
approved. 

Resolution No. 3, presented by the Missouri State As- 
sociation of Master Plumbers, was rejected both by the 
resolutions committee and by the delegates. Its intent 
was to require the N. A. M. P. to keep the delegation 
that presents a resolution informed as to the action taken 
thereon and the steps taken to carry out the purpose of 
the resolution. 

Resolution No. 4 was withdrawn by the California 
state association, its sponsor. 
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Resolution No. 5 had toedo with the establishment of 
a permanent research laboratory and the recommenda- 
tion of the committee that it be referred to the incoming 
administration was approved by the delegates. Full par- 
ticulars on this are given earlier in this report. 

The State Association of Master Plumbers of Califor- 
nia also presented Resolution No. 8 which requested that 
the N. A. M. P. use every effort to have telephone com- 
panies throughout the country change the listings in their 
Classifed Buying Guides so that established master 
plumbers will be listed under the title “Registered and 
Licensed Plumbers.” This resolution was approved by 
the convention. 

Neither the resolution committee nor the delegates con- 
curred in Resolution No. 9 presented by the San An- 
tonio Master Plumbers and Heating Contractors Asso- 
ciation. The request made here was that life member- 
ships in the association be given to members who have 
performed outstanding services. 

Resolution No. 10, presented by the San Antonio as- 
sociation, was a protest of certain distribution methods 
employed in the East Texas territory. Both the reso- 
lutions committee and the delegates rejected this pro- 
posal. 

The New York State Association of Master Plumb- 
ers requested in Resolution No. 11 that the N. A. M. P. 
take immediate action to rescind Equity No. 151 against 
the association. The committee recommended that this 
matter be referred to the incoming officers and the dele- 
gates concurred. 

Two resolutions were presented by the Greater New 
York Association of Master Plumbers. No. 12 requested 
the N. A. M. P. to prepare a bill to be presented to Con- 
gress providing for exemption of the plumbing industry 
from the anti-trust laws. The committee recommended 
that this be referred.to the incoming officers and the 
delegates concurred. 

The second resolution from the Greater New York 
group, No. 13, requested that all manufacturers of lead 
pipe stamp their name or trade mark identification ap- 


Left to right, top row: Norman 
J. Radder, secretary, Plumbing 
and Heating [Industries Bureau, 
Chicago; Alex W. Murray, Twin 
Falls, Idaho, only surviving char- 
ter member of the N. A. M. P.; 
Peter M. Munn, secretary, Chi- 
cago association; Rupert J. 
Weber, Chicago, chairman, Mas- 
ter Plumbers’ Divisional Com- 
mittee. Lower row: John J. 
Shanahan, Norfolk, Va.; D. A. 
Mayfield, Jacksonville, Fla.; E. B. 
Kleine, Cincinnati, Ohio and 
Jere Sheehan, Jr., St. Louis, Mo., 
all national directors 
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proximately every twelve inches on their pipe. The com- 
mittee and the delegates concurred. 

Resolution No. 14, submitted by a group of members, 
condemned the installation of all types of supply below 
the overflow line of fixtures. This was returned to the 
resolutions committee and was not brought before the 
convention again. 

The Virginia State Association of Master Plumbers 
submitted Resolution No. 18 which requested that the 
N. A. M. P. contact all national trade and technical or- 
ganizations and request that they hold their several fu- 
ture meetings or conventions only in structures that are 
free from hazardous plumbing connections. The com- 
mittee and the delegates concurred. 


NEW YORK PRESENTS THREE RESOLUTIONS 


Resolution No. 16, submitted by the New York state 
association, asked that the N. A. M. P. prepare a suit- 
able bill to be introduced in Congress for the separation 
of plumbing, heating and electric work form the general 
construction in all buildings to be erected or remodeled 
by the United States government, or any other project 
where federal funds are used. The committee recom- 
mended that this matter be referred to the incoming ofh- 
cers and the delegates concurred. 

In Resolution No. 17, also submitted by the New York 
state association, the N. A. M. P. was requested to take 
action to have plumbing declared a health measure by 
the United States government. The committee and the 
delegates concurred. 

The New York state group, in Resolution No. 18, 
asked that immediate protest be filed with the United 
States government against the present practice of speci- 
fying who a contractor must purchase plumbing material 
from, and also specifying the amounts to be paid for said 
material. This resolution was approved. 

The Merchant Plumbers Association of Indianapolis 
submitted Resolution No. 19, which was concurred in by 
the committee and by the delegates. This resolution 
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Top row, left to right: J. W. Lundon and wife of Dubuque, Ia.; D. D. Couch, Standard Sanitary Mfg. Co., Pittsburgh, Pa.; Chas. 

A. Miller, Sturgis, Mich.; D. MacDermid, Toledo, Ohio; J. M. Weil, Weil-McLain Co., Chicago; and Walter Montz, Toledo, Ohio. 

Bottom row: Wm. J. Flynn, Jerry L. Murphy and Frank R. Roth, all of New York City; Thomas Glennon, St. Louis, secretary of 

Missouri association; D. Gholson, Elgin, Ull.; Chas. A. Dreier and Louis Wolff, Crane Co., both of Chicago, and E. M. McLundie, 
Interceptor Corp., Michigan City, Indiana 


pointed out that the work performed by federal, state 
and other organizations on forced accounts deprives men 
and firms established in various crafts of the construc- 
tion industry of the opportunity to secure this work by 
contract or forced account. The resolution protested to 
the federal and the state governments against the con- 
tinuation of this practice. 

Resolution No. 20 was submitted by the Wisconsin 
Master Plumbers Association. The resolution pointed 
out that the sale of used plumbing fixtures, appliances 
and piping is in direct conflict to the best interests of 
sanitary and safe plumbing, and it was recommended 
that such used plumbing shall not be installed without 
first securing the approvel of constituted authorities to 
determine if such installation is in conformity with code 
ordinances exercising authority. 


PRESIDENT CALNAN MAKES RECOMMENDATIONS 


President John J. Calnan delivered a detailed report 
on the activities of the national association during his 
administration. He emphasized the work done during 
the past year to confirm the relationship between public 
health and plumbing. 

“Tl have always believed that plumbing and health were 
intimately related,” President Calnan remarked. “A long 
time ago I resolved that if ever an opportunity were 
afforded me, | would spare no effort in doing my full 
share to confirm my beliefs. I believe now that this has 
been accomplished.” 

The national association, President Calnan said, is 
in a sound, liquid, financial position; there is a safe re- 
serve and present operations are entirely consistent with 
per capita tax income. 

tle pointed out that changing economic conditions and 
centralization of industrial control require a widening of 
the association’s activities—especially in Washington, 
D. C. *‘We must be fortified to meet this situation,” he 
remarked. “Increased income will be required to do 
this.” 

President Calnan made two recommendations: first, 


that the association institute a new campaign for increas- 
ing its membership; and second, that the association ear- 
mark an appropriate amount from its July 1 surplus so 
that its governmental contacts and federal legislative 
activities will be carried on throughout the coming year 
without interruption. 


PREDICTS BUSINESS INCREASE 


Commenting on the termination of NRA, President 
Calnan urged the membership to face the future with 
confidence. “Before the advent of codes of fair compe- 
tition,” he said, “great progress had been made in all 
industries, and ours was no exception. Isn't it reasonable 
to assume, therefore, that we will ‘thaw out’ quickly, 
following our present ‘freeze-up,’ and rise to even 
greater heights ? 

“In my opinion,” he continued, “industry will seek a 
revival of ‘regulations’ for itself. While I do not believe 
that this will come to us in the form of codes or a struc- 
ture such as we knew NRA to be, still I do believe that 
industry will desire to protect small enterprise, improve 
the standards of wages and hours, and generally restrain 
unfair trade practices.” 

One of the most significant developments in recent 
months, according to President Calnan, is the creation 
of the Rural Electrification Administration, one of the 
chief objectives of which is to bring modern plumbing 
to every farm in the country. 

President Calnan reviewed briefly the undertakings the 
association has carried on in formulating and encourag- 
ing federal legislation and the numerous contacts the 
association has established with many departments of the 
government. 

He reviewed the disposition of resolutions adopted at 
the 1934 annual convention; emphasized the economic 
value of the established method of distribution; told of 
the cooperative efforts being carried on with the Ameri- 
can Gas Association; complimented the Plumbing and 
Heating Industries Bureau on its achievements, and 
praised the Women’s Auxiliary. 
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Russell G. Creviston, sales promotion manager of 
Crane Co., Chicago, conducted an interesting discussion 
on “The Effect of the Government Housing Program 
on the Plumbing Industry.” Mr. Creviston referred to 
the government’s support of building under the Na- 
tional Housing Act as “one of the most unusual, inter- 
esting and important developments in the construction 
industry of recent years.” 

“Our industry,’ Mr. Creviston remarked, “has dis- 
tinguished itself throughout the period of the national 
housing campaign under Title 1 of the Act, and bids 
fair to do as well under Title 2. Our success has been 
due to several things, a few of which are worthy of spe- 
cial mention,” he said. The activities to which he at- 
tributes the industry's success in the housing campaign 
are: (1) the publicity program conducted by the Plumb- 
ing and Heating Industries Bureau; (2) the prepared- 
ness of the industry to sell its products on a time pay- 
ment basis; (3) the excellent cooperation and support re- 
ceived from the trade press; (4) the splendid leadership 
provided by national, state and local association officers, 
and (5) effective and sound advertising and sales pro- 
motion methods. 

The recent amendment to Title 1, raising the maxi- 
mum loans from $2,000 to $50,000 on commercial and 
industrial projects, and the extension of Title 1 to April 
of next year give every contractor an added opportunity, 
Mr. Creviston stated. “While it is true that not as much 
has happened under Title 2 as we would like, the poten- 
tialities are tremendous,’ he added. 

Ward M. Canaday of Washington, D. C., assistant to 
the federal housing administrator, was introduced by Mr. 
Creviston. Mr. Canaday reviewed the accomplishments 
thus far of the housing campaign and predicted a bright 
future for our industry. In this connection he said: 

“You are today faced with an opportunity for new 
business the like of which the plumbers of America have 
never enjoyed. There is a pent-up need for ycur service 
and for the products you sell and install that can be 
estimated only in terms of billions of dollars for the 
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product, and more billions of dollars in man-hours of 
labor. 

“Thus you can readily see why housing is the spear- 
head of the recovery drive, and why the educational pro- 
gram of the Federal Housing Administration is now 
making itself felt in a national housing consciousness— 
a national desire to modernize, repair and improve.” 

Upon the completion of Mr. Canaday’s address, it was 
announced that prizes in the Second FHA Price Con- 
test would be awarded at the DoMestic ENGINEERING 
booth in the Exposition Hall. Mr. Canaday presented the 
prizes to the winners, and assisting in the ceremonies 
were various leaders of the industry, including President 
Calnan, Secretary Gawne, Norman ]. Radder and Mr. 
Creviston. 


H. M. REED DESCRIBES DISTRIBUTION PROBLEMS 


Henry M. Reed, president of Standard Sanitary Mtg. 
Co., Pittsburgh, Pa., was one of the principal speakers 
at the Tuesday session. Mr. Reed pointed out that the 
inroads into the plumbing business of other methods of 
distribution commenced several years ago. He feels that 
the manufacturer, the wholesaler and the contractor 
must each shoulder some of the responsibility for per- 
mitting this to happen. 

The enactment of the NRA, he remarked, gave hope 
that some working arrangement would be devised to pre- 
vent one system of distribution from disorganizing the 
other. Under the enameled ware code, he pointed out, 
manufacturers were required to publish their prices. 
Certain manufacturers who served other than the estab- 
lished method of distribution refused to publish their 
prices, which disrupted the whole plan, according to Mr. 


Reed. 

On September 17, 1934, Mr. Reed’s company pub- 
lished new trade prices and discontinued the former 
practice of publishing consumer prices, feeling that the 
consumer price policy was the very protection the other 
methods of distribution needed to compete with the 
master plumber. 





Tep row, left to right: Frank B. Lasette, past national president. and Joseph Crotty, Central Foundry Co., both of New York City; 


J. G. Ordway, vice president, Crane Co., St. Paul, Minn.; P. R. 


Mork, Crane Co., Chicago, vice president in charge of sales; Sam 


F. Floyd, and Ennis Smith, both of Greenville, S. C.; G. H. Ward, Scott Valve Co., and Walter Troop, both of Detroit. Bottom 
row: Mr. and Mrs. J. H. Niewoehner and Mrs. P. G. Nickols, all of Richmond, Ind.; W. F. Schollman, Howard W. Anderson and 
Jchn A. Anderson, all of Omaha, Nebr.; Geo. A. Geis, Alton, IIL; L. W. Hauseman, Highland, Ill.; Henry C. Weber, president of 


Milwaukee association, and F. D. Branson. La Crosse, Wisconsin 
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Top picture, left to right, first row: F. J. Wilson, Port Huron, 
Mich.; M. G. Henderson, Youngstown, Ohio; C. RK. Zimmerman, 
Bethlehem, Pa.; R. RK. Kennedy, sales manager Conover Co., Chicago; 
RK. F. Connell, Detroit, Mich.; Leo Sherman, president, Vinco Lo., 
Inc., New York City; John Kohler, Chicago office Kohler Co.; W. K. 
McAfee, pres. Universal Sanitary Mfg. Co., Newcastle; B. G. Marshall, 
Louisville, Ky.—Second row: Geo. P. Dorrance, sales manager Sulfio 
Corp. of America; Clarence A. Popp, Toledo, Ohio; E. J. Carney, sales 
manager, Radiator Specialty Co., Charlotte, N. C.; Henry E. Ore, 
Chicago; J. V. Larson and F. V. Detiaven, both of Chicago; F. W. 
Shueli, president, EverHot Heater Co., Detroit; G. A. Nilson, presi- 
dent Fiat Metal Mig. Co., Chicago.—Third row: J. J. Whitty, M. 
Wright, A. F. Murphy, all of Crane Co., Chicago; O. D. Landis, San 
Francisco, Calif.; W. Montgomery, Chicago; H. H. Grubbs, manager 
Aurora branch, crane to.; B. H. Rickard, Chicago. Center picture, 
first row: B. V. Johnston, Peoria, lll.; F. L. Stanley, Chicago; ©. A. 
Morrow, Executive vice president, Young Pressed Steel Co., Warren, 
Ohio.—Second row: Gordon C, Hay, Field sales manager, Fiat Mig. 
Co., Chicago; B. H. Rickard, Chicago; H. W. Moliison, Chicago. 
Lower picture, first row: Norman Boosey, Detroit; John Heinkel, 
Rock Island, Ill.; John M. Denny, Piitsburgh, Pa.; J. J. Kennedy, 
Chicago; G. C. Shidle, Pittsburgh, Pa.: A. Sheahan, Chicago; J. K. 
Stehle, Field rep. Kuhns Bros., Dayton, Ohio; N. J. Mathias and Ira 
G. Whitney, president, both of A. Y. McDonald Mfg. Co., Dubuque, 
la., and A. Braunac, La Crosse, Wis.—Second row: Wm, Gray, Washi- 
ington, D. C.; J. Hirshstein, president, Josam Mfg. Co., Cleveland; 
C. E. Barrows, Chicago; J. S. Raymond, Chicago; R. C. Moffett, New 
York office, Crane Co.; Geo. Larson, Crane Co.; C. B. Riemersma., 
Crane Co., Chicago; A. W. Geffe, Chicago rep., NeverSplit Seat Co., 
Evansville, Ind.; V. Andrews, Chicago.—Third row: R. C. Harris, 
and L. Katz, president of Elkay Mfg. Co., Chicago; A. S. Lindeblad, 
St. Charles, Ill.; David Smythe, Pittsburgh, Pa.; Ross Martin, presi 
dent Northern Indiana Brass Co., Elkhart, Ind.; C. O. Lippy, Pitts 
burgh, Pa.;: C. W. Farrar, Buffalo, N. Y.; Otto G. Jentsch, sales 
engineer, L. Cornelius, vice president, Wolverine Brass Works, Grand 
Rapids, Mich. 
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Top picture, first row, left to right: KR. KE. Larson, sales manager, 
Wolverine Brass Works, Grand Rapids, Mich.;: Howard Bonbright, 
director of Briggs Mfg. Co., Detroit, Mich.; W. A. Blessed, Streamline 
Pipe & Fittings Co., Port Huron, Mich.: Frank MeNellis, Jr., Sump 
Pump Div. Imperial Brass Mfg. Co., Chicago; Geo. Gebhart, Hot 
stream Heater Co., Cleveland, Ohio; Fred Paff, Excelso Products 
Corp., Buffalo, N. Y.: J. R. Hilton, treasurer and B. FE. Adams, presi 
dent, Adams Engineering Co.—Second row: E. H. Recker, Chicago 
representative, and C. E. Brokaw, Northeastern representative, Toledo 
Pipe Threading Machine Co., Toledo; M. J. Pagel, Minnesota repre 
sentative, Chase Brass & Copper Co., Waterbury; C. H. Hall, New 
York City and G. R. Franklin, Chicago, Johns-Manville, New York 
City; G. Wetzler, Detroit, S. G. Wetzler, president, and G. G. Wetzler, 
Jr., Blue Seal Chemical Co., Roselle Park, N. J.; M. J. Pagel, Water 
bury, Conn.; Peter P. Wolff, Chicago..-Third row: M. J. Weil, Chi 
cago; E. B. Tracy, Waterbury, Conn.; Walter J. Kohler, proneans, 
Kohler Co.; H. Hall, vice president, Standard Sanitary Mfg. Co., 
Pittsburgh; Herbert V. Kohler, Kohler Co.; and Harry M. Reed, presi- 
dent, Standard Sanitary Mfg. Co.; L. Katz, president, Elkay Mfg. 
Co., Chicago; O. D. Waldon, Indiana rep. Brunswick-BalkeCollender 
Co., Chicago; A. Krueger, Milwaukee; and G. F. Ahlbrandt, general 
sales manager, American Rolling Mill Co... Middletown, Ohio. Center 
picture, first row, left to right: F. C. Davitt, Detroit; R. M. Acker 
man and W. F. Selesmeyer, both of Kohler Co., Kohler, Wis.: E. G. 
Groves, Chicago.—Second row: C. N. Crothers, Chicago Standard 
Sanitary Mfg. Co.: C. M. Cuthbert, St. Louis, Mo.: W. J. Frost, 
Kenosha, Wis.; and O. C. Draper, Mueller Co., Decatur, Ill. Lower 
picture, first row, left to right: E. H. Blywise, vice president and 
general manager, Grabler Mfg. Co., Cleveland; Frank Huntley, Chi 
cago representative, Mueller Co.; Geo. C. Wilson, sales manager 
Accessories Co., Inc., New York City; Bruce P. Adams, Chicago; 
L. V. Allen, Chicago; Ed. M. Fitzgerald, Port Huron, Mich.: W. S. 
Andrews, Chicago rep. Beaver Pipe Tools, Inc.; and John Tjaarda, 
chief designer Briggs Mfg. Co., Detroit.—Center row: L. J. Smith, 
’. A. Gustafson, both of Chicago; Frank A. Griffin, Jr., Kansas City, 
Mo.: W. B. Neal, Chicago: C. R. Leonard, Chicago: S. M. Murdock, 
Chicago: C. S. Johnson, Chicago; W. FE. McCollum and E. I. Leighton. 

Third row: Bill Purcell, Chicago; Martin Weil, vice president, Weil 
McLain Co., Chicago: J. E. Schutte, exhibit manager, Crane Co., 
Chicago: W. S. Briscoe, Bethlehem, Pa.: Frank Fabbri, Chicago; 
J. B. Stewart, rep. Briggs’ Mfg. Co., Detroit; John H. Murphy, New 

York City; EF. L. Murray, Mansfield, Ohio. 
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“There is no mystery about this whole thing,’ Mr. 
Reed said. “The master plumber really has two offers 
made to him. The offer made to him by the other 
methods of distribution is that they will sell the material 
on the job and the master plumber will simply be a day 
laborer, content to install the goods. The other offer 
made to the master plumber is that he will furnish all 
the materials on the job, and that he will furnish all the 
labor on the job, and that he will make the charge in 
keeping with the material and labor furnished.” 


W. E. CLOW TELLS OF EARLY EXPERIENCES 


William FE. Clow, Sr., president of Jas. B. Clow & 
Sons, Chicago, recounted some of the experiences which 
he encountered in the early days of his business career. 
Each of these experiences had to do with the relation of 
plumbing to public health, and his talk was calculated to 
emphasize this relationship. He told about an outbreak 
of yellow fever in Memphis, Tenn., in 1879, the begin- 
ning of a municipal water works in Racine, Wis., in 
1886, and several experiences which occurred during the 
Spanish-American War. 

Mr. Clow also told about the making of the first enam- 
eled bathtubs. He concluded his talk with a protest 
against direct-to-you and mail order house selling of 
plumbing fixtures. 

“There are some indications of reviving prosperity 1n 
this country,’ Walter J. Kohler, president of Kohler Co., 
Kohler, Wis., told the delegates. ‘There have been, 





Top row, left to right: Anthony F,. Decker, Wm. Houseweller, 
secretary, and Ed. J. Daly, president, both of Albany Master 
Plumbers’ Association, and Henry J. Noord, secretary of New 
York State Master Plumbers’ Association.—Center row: Sam 
Tapp, D. H. Alsop, and A. R. McGonegal, all of Washington, 
D. C., and M. I. Weil, president Chicago Pump Co., Chicago. 
—Bottom row: Mrs. G. H. Mathews, Mrs. Chas. A. Dreier, 
Mrs. Rupert Weber, and Mrs. Wm. Redieske, all of Chicago 
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also, some indications of returning confidence,” Mr. 
Kohler continued, “although it has received some pretty 
severe jolts recently. 

“The factors that disturb confidence, causing people 
to hesitate about enterprises and investments, particu- 
larly certain legislative propoSals and extreme tax pro- 
posals, constitute the most serious obstacle business faces. 
I believe we have emerged from the economic depression 
and are now in a political depression. 

“If general effort were directed to relief, recovery and 
reform in the order named instead of to relief, reform 
and recovery, there is little doubt that industrial activity 
would return most speedily.” 


OFFICERS GIVE ANNUAL REPORTS 


The annual report of Secretary Gawne included an 
explanation of a new method of keeping the association 
books which has been worked out by President Calnan 
and Treasurer Green. Under the old method, the secre- 
tary s and the treasurer's reports each covered eleven 
months of the current administration, and one month of 
the previous administration. 

The new scheme of combining the two reports and of 
keeping the secretary's books in conjunction with those 
of the treasurer makes it possible to deliver a report of 
the true fiscal year, during one administration. 

President Calnan asked that no action be taken on the 
secretary’s report until after the treasurer’s report had 
been presented, so that the two reports could be acted 
upon jointly. 

The report of Treasurer Green indicated that the 
association was in a sound financial condition and was 
working entirely within its income. He stated that the 
exposition would yield a very satisfactory return. 

The reports of the secretary and the treasurer were 
referred to the auditing committee. J. Preston Perham, 
of West Roxbury, Mass., chairman of the auditing 
committee, reported that the committee had found the 
two reports to be satisfactory, and they were accepted by 
the convention. 

The report of the national board of directors was 
delivered by Vice President Frank, and gave the com- 
plete details on the various meetings held by the board 
during the past year as well as of its activities. 

‘Jere L. Murphy of New York City, chairman of the 
Standardization Committee, gave a complete review of 
the work of this committee during the past year. He 
told of a meeting of manufacturers of plumbing mater- 
ials which was held in New York City in June, 1934. 
At this meeting it was pointed out to the manufacturers 
that it would be helpful to everybody concerned if the 
radius of short turn elbows was increased. 

At a meeting of the American Society of Mechanical 
Engineers in August, 1934, it was decided to continue the 
work of the Hoover Committee on simplified plumbing 
and simplified practices of plumbing. 

It is the opinion of the Standardization Committee, ac- 
cording to Mr. Murphy, that over-standardization would 
be very harmful to the industry inasmuch as plumbing 
materials and plumbing installations are changing con- 
stantly. The Standardization Committee is of the opin- 
ion, Mr. Murphy said, that sanitary plumbing is not 
keeping pace with the times. 

President Calnan’s report on the Plumbing and Heat- 
ing Industries Bureau pointed out that the past year has 
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(1) J. C. Davis, Beloit, Wis. (2) William M. Selfridge, Batavia, Ill. (3) Louis Wolff, Chicago, IIL. 


cago. (5) W. F. Clucas, Buffalo, N. Y. (6) John Ferguson, Cleveland. 
(10) Harry C, Abele, Peoria, Il. (11) William T. Blum, Detroit. (12) George 


Judell, Milwaukee. (9) C. F. Donahue, Chicago. 


Kispert, Green Bay, Wis. (13) E. M. McLundie, Michigan City, Ind. 
(16) George A. Kearney, Evanston, Ill. (17) J. D. Els, 


tion. (15) G. C. Bulkeley, Grand Haven, Mich. 
Gavin, Virginia, Minn. 
Kenzie, American Radiator Co., Chicago. 


Crane Co., Chicago. (29) Edward Witzleb, Dixon, Il. 
Johnson. Houston, Tex. (32) D. H. Osborn, Beloit, Wis. 





(19) Joseph S. Sonntag, Sheboygan, Wis. 
waukee. (22) C. J. Gartner, Chicago. (23) Louis L. Conter, Freeport, Ill (24) W. 
(26) John H. Roberts, New York City. (27) Louis Katz, Chicago. 

(30) David G. Park, vice president, Crane Co., Chicago. 
(33) J. S. Levene, Kansas City, Mo. (34) C. E. Fenner, Fond-Du-Lae, 
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(4) Edwin O. Ettswold, Chi- 
(7) W. J. Spillane, Jas. B. Clow & Sons, Chicago. (8) J. S. 


(14) William Ludlow, president of Buffalo, N. Y.. associa- 
St. Louis. (18) J. A. 
(20) H. L. Wheeler, Muskegon, Mich. (21) Peter Vogt, Mil- 
’, A. Swierski, Chicago. (25) Kenneth Mac- 
(28) W. K. Glen. 

(31) William R. 


Wis. (35) A.S. Ernst, Racine, Wis. 


been an outstanding one in the history of the Bureau. 
This report was read by Norman J. Radder, secretary of 
the organization. 

The report reviewed in detail the activities of the 
3ureau covering a wide range of activities, such as 
newspaper, magazine and radio publicity ; preparation of 
speeches for the use of contractors in addressing meet- 
ings of civic clubs; cooperation with state and federal 
agencies, particularly the Federal Housing Administra- 
tion; publicity assistance to state and local associations, 


especially with reference to conventions ; assistance with 
publicity incidental to advertising campaigns financed 
jointly by contractors and wholesalers, and special serv- 
ices to individual contractors. 

The report of the scholarship committee was submitted 
by Richard Welch, Lowell, Mass., chairman. The report 
showed that since the scholarship was inaugurated, four- 
teen students have been enrolled, five of whom were still 
in school during the past semester. Four of the latter 


(Continued on Page 127) 


















































Fig. 1—This shows a portion of Schwegman-Witte Company’s window display 


H ERETOFORE the use of tempera- 
ture and pressure relief valves on storage water 
heaters has been optional with manufacturers. 
American Gas Association standards have m- 
cluded tests for such equipment when supplied, 
but their use has never been mandatory as a 
condition of approval. In January of this year, 
however, requirements were adopted, making 
the use of means to prevent excessive water 
temperatures and pressures mandatory on all 
approved storage heaters. This requirement ts 
to become effective January Ist, 1936, and 1s 
to be retroactive as to all approved storage gas 
water heaters regardless of the date when ap- 
proval was originaly granted. 

The latter portion of this article deals with 
relief valves for use on water heaters, which 
material was prepared by F. R. Wright of the 
American Gas Association. 


W ur N a water heater tank, not equipped with 

a relief valve, exploded recently in the home of a Fort 

Wayne, Indiana, resident, the Schwegman-Witte Com- 

pany, plumbing and heating contractors of that city, 

were quick to turn the near-tragedy into a source of 
business. 

An inexpensive publicity campaign, centered about an 
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attractive and educational window display 
at its place of business, not only attracted a 
flood of inquiries but resulted in many relief 
valve installation orders in a few days for 
the Schwegman-Witte Company. The win- 
dow display emphasized the importance of a 
relief valve being installed on every hot 
water heater and pointed out the dangers of 
incorrect installation. 

The display featured the hot water heater 
which exploded with a resultant loss of 
$2,500 to the owner of the home, and which 
was not equipped with a relief valve. A placard explain- 
ing that this was the result of wrong installation accom- 
panied the wrecked heater. A side portion of the dis- 
play window, not shown in the above photograph, Fig. 
1, was devoted to newspaper accounts and photographs 
of the damage which resulted from the explosion. It 
was pointed out that the owner of the home was unpro- 
tected by insurance and that a few dollars spent for a 
relief valve would have been perhaps the cheapest kind 
of home insurance obtainable from this form of hazard. 

The plumbing company also displayed a heater tank 
similar to the one which exploded, also witlout the re- 
lief’ valve, and labeled it “wrong installation.” Then, 
for the information of the public, a heater tank, prop- 
erly equipped with a valve, was included in the display. 

The company obtained added results from its at- 
tractive display by linking it up with newspaper ad- 
vertising which pointed out that the safety of a hot 
water heater does not depend upon the kind of fuel 
used. It was emphasized that dangerous steam pressure 
may occur whether the water is heated by wood, coal, 
coke, gas, oil, electricity or from a coil in the furnace, 
where no safety appliances are used. The advertising 
also called attention to the local building code which 
provides that “A suitable relief valve shall be installed 
on all hot water distributing systems in such a man- 
ner as to open when undue pressure occurs.” 

The timely display not only stimulated a great deal 
of interest and resulted in a nice additional volume of 
business for the Schwegman-Witte Company, but re- 
ceived the editorial recommendation of a local news- 
paper for its value in educating the people in the cor- 
rect method of heater installation. 


A Nose 
Result 
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' for News and Quick Action 
in Sales of Relief Valves 


The second part of this article describes the recent action 
of the American Gas Assoctation which requires provt- 
stons to prevent excessive temperatures and pressures 


According to an article prepared by F. R. Wright of the 
American Gas Association, ““A ruling has been adopted 
by the subcommittee and the American Gas Association 
Approval Requirements Committee in regard to the 
matter of equipping storage type water heaters with 
means to prevent excessive water temperatures and 
pressures. The approval requirements for gas water 
heaters effective July 1, 1934, did not require that heat- 
ers be equipped with means to prevent excessive water 
temperatures and pressures. Committees of the Amer- 
ican Gas Association, however, recently comipleted a 

revised edition of these 
is, b-Dides dane de In requirements which be- 
terior of the wrecked home comes effective January 


after the explosion had occurred. 1, 1936. These revised 
Revised approval requirements canis seaside 
for gas water heaters include a requirements include a 
clause specifying that “Means clause specifying that 
to prevent excessive water pres- ‘Means to prevent ex- 
sure and temperatures shall be enh eine ai 
an integral part of every storage cessive water pressures 
and temperatures shall 
be an integral part of 


water heater” 

every storage water 
heater.’ Normally this 
requirement would be- 


Fig. 3—Below and to the right, 
shows an exterior view of the 
building damaged by the explo- 
sion. Loss to the owner $2,500. 


come effective only on appliances submitted for test on 
or after January 1, 1936, or submitted for retest after 
that date under the new five-year approval plan. How- 
ever, this requirement is to become effective in accord- 
ance with the committees’ ruling on January 1, 1936, as 
to all storage water heaters regardless of the date when 
they were approved. 


AMERICAN GAS ASSOCIATION PROCEDURE 


“The American Gas Association procedure in the past 
in regard to the approval of appliances and the appli- 
cation of requirements has been that revised require- 
ments apply only to heaters tested under them after 
their effective date and are not retroactive as to ap- 
pliances approved prior to that time. Renewals of ap- 
proval from year to year were based on inspections to 
determine compliance with the requirements under 
which approval was granted originally. In 1934, how- 
ever, the Association adopted a procedure which modi- 
fied this slightly in that at the end of a five-year period 
after approval on an appliance had been granted, it 
would be necessary for the manufacturer to re-submit 
his appliances for approval under the latest requirements 













































70 DOMESTIC 
ae meee 

















" 


Re 


» 4 
=: - a 





¥ 


° ware — — 
re 
ry BSS 
ae PERO Sone, eer acer eens ' 
ey Bey so Pt f $ ; 
a a he 
af ee ¢ wine I= te eke 
m te mt 4 Ry ’ 
y @ wh 4, 


ral 
SESS: ‘= 
ee os ae ae oe 
i. 2 
rn —* 
5 Kae j 
Ct ae é 


"2 


7%, 





Ry 
+ SRE ae eet 


es 
ee ao. 
: J . 


bee Ae 


‘a 
4 








are waned. 
© Fort Wayne Pullding Code 
provides that “a suitable relief vaire 











Fig. 4—This illustration shows the publicity which Schweg- 
man-Witte Company's window display received in their local 
newspaper 
renewed from year to year for a maximum of five years, 
in effect at that time. In other words, the approval 
on an appliance originally approved by test cculd be 
such renewal being based upon compliance with the re- 
quirements under which the appliance was originally 
tested. At the expiration of the five-year period, how- 
ever, approval would be renewed only upon condition 
that the appliance complied with the latest standards. 


CONDITIONS ARE SPECIFIED 


“First, temperature, pressure and vacuum relief valves 
which have been tested and listed under the American 
Standard Listing Requirements for Relief and Automatic 
Gas Shut-Off Valves, may be secured from manufac- 
turers of such equipment and applied to the storage 
heaters without the necessity of further Laboratory tests. 
In this case probably it would only be necessary for the 
water heater manufacturer to advise the Laboratory as 
to the specific make, type, and size of the valves which 
he intends to use, and secure the Laboratory’s approval 
as to the place on the heater at which they are to be 
installed. 

‘Second, in case the water heater manufacturer builds 
his own relief valves, it would be possible for him to 
submit his valves to the Laboratory for testing and 
listing under the relief valve requirements mentioned 
above. Valves so listed could then be attached to his 
storage heaters without the necessity of submitting the 
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complete appliances to the Laboratory for test. It would, 
of course, be necessary for the Laboratory to approve 
the location of relief and automatic gas shut-off valves 
on the storage vessel, since such devices may be so in- 
stalled as to nullify, at least in part, their value. 

“Third, the manufacturer may, if he desires, equip 
his heaters with means to prevent excessive water tem- 
peratures and pressures and submit the complete appli- 
ances to the Laboratory for test. The pressure relief 
valves and temperature limiting devices thus supplied 
on the heater would be tested under the provisions of 
the American Standard Approval Requirements for Gas 
Water Heaters, Effective July 1, 1934, unless the manu- 
facturer requested that the revised standards effective 
January 1, 1936, be applied.” 


REQUIREMENTS ARE RETROACTIVE 


The rulings previously outlined on safety pilots and re- 
lief and automatic gas shut-off valves go one step fur- 
ther, making the requirements applying to such equip- 
ment on water heaters retroactive as to all such appli- 
ances regardless of when they were initially approved. 

“Approved storage water heaters which are not now 
equipped with means to prevent excessive water pres- 
sures and temperatures must be so equipped on or be- 
fore January 1, 1936, under the ruling mentioned pre- 
viously, in order for approval on such heaters to be 
continued after that date. The requirement concerning 
relief devices quoted above has been so worded as to 
permit manufacturers a reasonable latitude in selecting 
devices for their appliances. It is to be observed, for 
example, that temperature relief means may be of the 
fusible plug type, automatic gas shut-off type, or any 
other satisfactory design, with the exception of a ther- 
mostat the use of which is not considered as meeting the 
requirement insofar as preventing excessive water tem- 
peratures is concerned. Separate pressure and temper- 
ature relief valves may be provided or a combination 
pressure and temperature relief valve should be satis- 
factory. Furthermore, a pressure relief valve and an 
automatic gas shut-off valve would meet the provision 
of this requirement. Hence, manufacturers who are af- 
fected by the ruling making means to prevent excessive 
water pressures and temperatures mandatory, may take 
one of several courses in securing approval on their 
appliances. 

SAFETY PILOT EQUIPMENT 


Another interesting subject along this line has to do 
with the automatic device to prevent the escape of un- 
burned gas, commonly referred to as a safety pilot or 
thermostatic pilot. Since July 1, 1934, all automatic 
water heaters submitted to the Testing Laboratory for 
approval have been required to be equipped with such 
accessories. 

An additional ruling adopted by the subcommittee on 
Approval Requirements for Gas Water Heaters, has 
made safety pilots mandatory on all approved automatic 
gas water heaters, regardless of the date when initial 
approval was granted. This ruling became effective as 
of January 1, 1935. 

The effect of the above mentioned ruling is to with- 
draw approval on all automatic gas water heaters not 
equipped with safety pilots regardless of the date they 
were approved. 
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The 
3rd Sales 
Campaign 


New! New! 


A third Domestic ENGINEERING 
campaign designed to bring to bear 
on the products of the industry, 
the whole force of the sales and 
merchandising ideas entered in 
the two fF H A prize contests! 
A campaign to unite manufac- 
turer, wholesaler and contractor 
in a great drive to increase plumb- 
ing and heating business under 


the new, more liberal FHA Bill 
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Plumbing and heating dealers 
have thus far “stolen theshow” through FH A, with 
$29 out of every $100 going to provide the 
products of our industry in American homes .. . 
Now, DOMESTIC ENGINEERING announces the 


next step to follow the first two drives. 


It iss— 


The grad Sales Campaign 


to help build an even better sales record 


- 
f HE stage is set for what will undoubtedly 
be the biggest drive for plumbing and heating business 
under FHA. Ten long months of intensive and wide- 
spread effort have resulted in a momentum in the indus- 
try that will make the last nine months of FHA produce 
many times the volume of business thus far secured. 

Just at this moment, when Domestic ENGINEERING 
is announcing the 34 prize winners under its Second 
fk HA Prize Contest, with this climax coming during the 
annual convention of the National Association of Mas- 
ter Plumbers, it announces also the third phase of the 
drive for FHA business. 

The plan which Domestic ENGINEERING has followed 
since last fall and which now enters the third phase was 
designed to build up momentum within the industry by 
every conceivable method. With an industry the size of 
ours, and a program involving such tremendous sums as 
the FHA program, it is impossible to get in motion over 
night. Consequently we have moved through two prize 
contests to focus attention on FHA and to encourage 
plumbing and heating contractors in their efforts to sell 
FHA jobs. 

Those ten months covered by the First and Second 
HA Prize Contests have seen a cumulative drive on 
the part of the industry as more and more manufacturers, 
wholesalers and contractors became interested and lent 
their weight to the drive. 

Before outlining the third FHA campaign which 
DoMEstic ENGINEERING is launching in August, let us 
first review the effort thus far. Beginning with the Sep- 
tember 1934 issue of Domestic ENGINEERING. more than 
70 pages have been devoted to these two FHA prize 
contests. In those ten months something like 160,000 
copies of Domestic IXNGINEERING have gone forth 
carrying the FHA message in vigorous fashion. In each 


of the months of November, December and January, six 


SJ 
nN 


prizes were awarded to plumbing and heating contrac- 
tors for their skill in merchandising the FI1A idea. ‘I is 
first FHA prize contest was climaxed in February with 
the presentation of the grand prize, a check for $100. 
In the month of March the bigger Second FHA Con- 
test was announced, the grand prize for this contest be- 
ing a six-cylinder, half-ton, International motor truck, 
the second prize a check for $200 to cover expenses for 
a trip to the N. A. M. P. convention in Chicago, a third 
prize of $100, a fourth prize of $75, a fifth prize of 
$50, four prizes of $25 and twenty-four prizes of $10 
each. These prizes totaled $1600 and this amount was 
made up by contributions from manufacturers, whole- 
salers and Domestic ENGINEERING. Domestic EN- 
GINEERING in addition to bearing the expenses of pub- 
licizing these two FHA Prize Contests, which were 
heavy, also contributed the International motor truck as 
the first prize, as well as contributing to the cash fund. 


225,000 SELLING PIECES SENT OUT 


In addition to the more than 70 pages in Domestic 
IE. NGINEERING given over to the FHA idea, seven of the 
covers of this publication (which are never sold for 
advertising purposes) were allotted to FHA. 

A total of 30,000 reprints of the editorial material on 
FHA have been printed by Domestic ENGINEERING and 
distributed throughout the industry and in addition to 
these 30,000 reprints, between 30,000 and 32,000 letters 
have also been put into the mails by Domestic ENar- 
NEERING in the interests of pro‘noting plumbing and 
heating business through the oppor: ‘nities opened up by 
FHA. 

Thus through the mail alone went about 62,000 pieces 
of literature on FHA and, in round figures, 160,000 
copies of Domestic ENGINEERING over the period of 
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these two campaigns were published, making approxi- 
mately 225,000 individual pieces of selling copy, all of 
which were produced at the expense of Domestic En- 
GINEERING. This tremendous total explains the mounting 
interest in FHA. 

In commenting upon the First FHA Prize Contest, 
John J. Calnan, President of the National Association of 
Master Plumbers said, “I have watched with a feeling of 
pride the prompt manner in which so many plumbers 
have supported the modernization program of the fed- 
eral administration . In serving as a judge on the 
contest carried on by Domestic ENGINEERING to encour- 
age quicker support of this national program I have 
again verified an important fact. That is, that a great 
many plumbers are carrying out their obligations as the 
retail distributors of plumbing products in a manner 
which merits the praise of all branches of the industry. 
The entries in this contest have shown in many cases a 
high standard of sales initiative and ability . . . In 
bringing sharply into focus the work of the plumbers in 
support of FHA, DoMEstic ENGINEERING has performed 
a notable service not only to its readers but to the entire 
industry.” 

Mr. Calnan has every right to feel it a matter of pride 
that plumbing and heating contractors have been so 
active in their merchandising support of FHA. From 
the earliest days of the movement it was obvious that 
plumbing and heating contractors would outstrip every 
other branch of the building trade in this nation-wide 
effort. In the January issue of DoMEsTIC ENGINEERING 
was published the result of a national survey of adver- 
tising being done by members of the building industry 
and it was found that one-third of the advertisements 
were being paid for by plumbing and heating dealers. 


TIME IS RIPE FOR THIRD SALES CAMPAIGN 


It will be seen, therefore, that the Second FHA Prize 
Contest coming to a climax with the presentation of the 
motor truck at the Chicago convention of the N. A. M. P. 
brings with it the completion of the necessary task of 
thoroughly imbuing the industry with enthusiasm for 
business possibilities under FHA. The time is ripe now 
for the third step in the FHA campaign. Thus far the 
contests have been largely a matter of encouragement 
to members of the contracting branch of the industry, 
and to enlist the cooperation of wholesalers and manu- 
facturers. During these iwo contests Domestic EN- 
GINEERING has accumulated a great amount of merchan- 
dising material which has been used by plumbing and 
heating contractor dealers in selling FHA in their com- 
munities. The task, therefore, for the third step of the 
HA campaign will be to bring to the attention of the 
industry every possible idea or plan which can be used 
to sell modernization under f HA. Not only will all of 
the accumulated experience of those plumbing and heat- 
ing contractors who have entered the contests be pub- 
lished, but merchandising experts will bring their best 
efforts to bear in extending still further the usefulness 
of the ideas already created by plumbing and heating 
contractors, and to create new sales ideas. 

The first step will be the continuous publication in 
detail of the merchandising ideas and plans which plumb- 
ing and heating contractors entered in the two FHA 
Prize Contests. It is material remarkable for the skill 
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with which FHA has been used to sell plumbing and 
heating modernization. Since it has all been proven 
effective in actual use, every bit of this material will be 
at the disposal of readers of DoMestic ENGINEERING. 

The next step will be the publication of every type of 
sales help, to be prepared by merchandising experts. 
very issue of Domestic ENGINEERING will carry copy 
and layouts for newspaper advertisements. This ma- 
terial will be prepared in the form of a continuous cam- 
paign, so that readers will be able to do a consistent job 
of advertising plumbing and heating under FHA. To 
supplement these newspaper advertisements, we will pub- 
lish a series of sales letters which will carry on the FHA 
campaign, definitely tying in with the newspaper copy. 


INSURED LOANS INCREASED TO $50,000 


Because the new feature of government insurance of 
loans up to $50,000, FHA presents an interesting news 
angle. This, coupled with the plan for merchandising 
definite products which will be outlined next, will form 
the basis of a series of publicity items which the plumb- 
ing and heating contractor can hand in to his local paper. 
Each item will be so written that the contractor can 
insert his own name and thus reap the benefit of the 
publicity. Other features in the campaign also will be 
suggested. Window display ideas will be created, of 
such a character that the plumbing and heating contractor 
will have no difficulty in using them in the windows of 
his place of business. Thus every phase of merchandis- 
ing and advertising will be covered with material already 
used by contractors who have entered the FHA Prize 
Contests, and with new material which will be created 
by merchandising experts. 

But even these plans would be too vague, too indef- 
inite. Something more is necessary to give absolute 
direction and effectiveness to them—and this will be done 
in the following manner: 

Domestic ENGINEERING is going to ask its advertisers 
to designate one product which has been improved or 
produced during the depression period, or which is the 
basis of that advertiser’s efforts for recovery. This 
product will be known as a “Recovery Product” and 
every such product will be completely analyzed, its sales 
points and applications developed, and will be tied in 
with the merchandising ideas being published as a result 
of the two FHA Prize Contests. 

This is not only good merchandising, but good psychol- 
ogy. One of the finest traits of human nature is that, 
when it has stood the blows of ill-fortune for a certain 
length of time, it fights back vigorously. In business, 
that fight back has always taken the form of new ideas 
and new products, meeting squarely the demands for 
better products that will perform more economically, 
have a longer life, and so justify their cost by returning 
a real dividend in money saved. 

So it has been in the plumbing and heating industry. 
Into the breach caused by the business decline that fol- 
lowed 1929, the industry has thrown literally hundreds 
of new products. Not only in producing new styles (it 
has “streamlined” everything from faucets to boilers), 
but in perfecting those products, in adding features at 
great cost, it has offered the home owner and the build- 
ing operator product after product that looks better, per- 
forms better, and saves money. 
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During the last three years these new products have 
come along in such numbers that no man can recall all 
of them and their good selling points. But every one of 
them merits the close attention of the plumbing and heat- 
ing dealer as he develops sales possibilities under FHA. 

This recovery products movement of the Third FHA 
Campaign will continue until we have exhausted the 
items which have been produced during this period or on 
which recovery in our industry rests. The second step 
will be to organize the plumbing and heating wholesalers 
all over the country. Reprints of merchandising material 
published in Domestic ENGINEERING, complete exhibit 
sheets of the products to be illustrated and described will 
be placed in the hands of the wholesalers. These whole- 
salers will be urged to hold sales meetings with their own 
sales forces and with as many of their plumbing and 
heating dealer customers as can be gathered in their 
places of business each month. It will be suggested that 
at these sales meetings the wholesalers should go over 
the products, discuss their sales points and review the 
merchandising help which Domestic ENGINEERING will 
be publishing. 

All this will be tied in with the fact that even more 
funds will be made available through the FHA for im- 
provements to American homes and commercial struc- 
tures, through the recent increasing of FHA insurance 
to $50,000. Here is what Morton Bodfish, executive 
vice president of the United States Building and Loan 
league has to say about the new FHA amendment: 
‘Modernization credit operations under the FHA dur- 
ing the final nine months of its life will see a marked 
increase in the size of the average loan and greater 
emphasis upon structural remodeling of homes than upon 
nunor repairs. It will also result in a more definite con- 
tribution to employment in the building trades.” These 
predictions were based on a survey of prospects for 
modernization credit between now and April 1, 1936, 
the final date for all insured loans of this type as set by 
the new amendment which has received President Roose- 
velt’s signature. 
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“Revised rules just issued in Washington for insuring 
with the FHA modernization and repair loans made by 
savings, building and loan associations, are the basis of 
the expected trend toward large unit modernization bor- 
rowings,” according to further statements released. 

Ward M. Canaday, Assistant to the Administrator, 
Federal Housing Administration, had this to say in a 
statement to DoMEsTic ENGINEERING: “Practically no 
improvement of any kind that occurs in housing today 
can be made without affecting the plumbing industry. 
The percentage of business already generated through 
the activities of the Federal Housing Administration 1s 
impressively large and there is no question that the regen- 
eration of prosperity in the country is going to be re- 
flected heavily to those individuals and companies in the 
plumbing and heating business who are alert now to 
push forward their opportunity. Your efforts not only 
to encourage and inform your readers on the possibilities 
open to them under the National Housing Act but also 
to stimulate constructive cooperation through these FHA 
Prize Campaigns are very commendable.” 


PLUMBING AND HEATING DEALERS SET RECORD 


Plumbing and heating dealers have set an enviable 
record in their selling efforts under FHA. Out of every 
$100 of FHA work done, over $29 has been for plumb- 
ing and heating. Here is evidence that, with this renewed 
drive in the Third FHA Campaign, with the special 
direction to be given it under the “Recovery Products” 
idea, the plumbing and heating dealer can drive his sales 
record to higher levels. No other branch of the building 
industry can offer such a group of products, each one 
an especially designed item to give better value to the 
purchaser. No other branch of the industry can offer a 
group of dealers who have demonstrated their ability 
to such an extent. And no other branch of the industry 
is as well organized to take advantage of FHA as the 
plumbing and heating industry. 

Let’s keep our industry out in front. 





When Is Ventilation Air 
Conditioning: 


What Constitute: True 
Air Conditioning and 
Where Must the Term 
Ventilation Still Be Used 


ry. 

| Hit term ventilation is gradually disappearing 
from use in the industry and has been superseded by 
the term “air conditioning.” When supply air is de- 
livered into a room with the temperature, humidity and 
air motion simultaneously controlled, it is termed “air 
conditioning” ; when the temperature and humidity of 
the air is controlled by the addition of heat and mois- 
ture only, it 1s termed winter air conditioning. If the 
temperature and humidity are controlled by the elim- 
ination of heat (cooling) and the removal of moisture 
(dehumidifying) only, then it is termed “summer air 
conditioning.” 


Systems performing both functions, that is heating 
and humidifying in winter combined with cooling and 
dehumidifying in summar, are termed complete or year 
‘round air conditioning systems. About the only place 
where the older term, “ventilation,” still may be applied 
is on exhausts for such rooms as kitchens, toilet rooms, 
hoiler rooms, etc., where no supply is furnished except 
as provided by leakage from the outside or from other 
parts of the building. Care should be taken, however, 
not to apply the term air conditioning too loosely, as it 
should be used only when the air systems include at 
least the three essentials of simultaneous content of 
temperature, humidity and air motion. 








Watch for the August issue of 
DOMESTIC ENGINEERING 
for the most outstanding array 
of sales helps ever published 
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High-Lights of the Convention 


Tue highest light of all the high-lights of 
the convention was the convention itself. You’ve got 
to do some crowding to crowd the world’s largest hotel. 
It takes a pretty fair exposition to fill the Stevens expo- 
sion hall—but it was done. You can't fill the grand ball 
room with a meeting of the local chapter of the Tuesday 
Ladies’ Club—and you had to step warily on the eve- 
ning of the President’s Ball to keep off other people’s 
feet. Besides which, 
getting through the 
lobby corridor on the 
first floor at any time 
during the convention 
was like carrying the 
ball through an all- 
star team. 

>_> > 

And that “all-star’’ 
team remark reminds 
us that we've never 
seen better evidence of 
the stamina of the in- 
dustry than during 
this 53rd convention. 
In numbers attending, 
in cheerfulness, in ap- 
pearance, there was 
ample evidence that 
the industry is on its 
way. 





George W. Frank, Buffalo, new 
N. A. M. P. president, gets some 
practice with the gavel 


> D> > 
Others noticed it, too. Ed Kleine, past national presi- 
dent, remarked that anyone could see the improvement 
in the faces of those at the convention. Their faces 
wore evidences of their good fortune. 
> D> «<> 


And down in the exhibit hall, Jere Sheehan spoke of 
having had recently eighty-three men on the payroll. 
Adding, characteristically: “And that’s being in the 
plumbing business in any language.” 


SS . wa a> 


And just to make it absolutely official, Bob Barrett 
congratulated John Calnan on having the best conven- 
tion and exhibit in the history of the association. 


—» > > 


Following Dumas, this 53rd convention might have 
been called “Twenty Years After.”” It was just twenty 
years ago that the last convention was held in Chicago. 
lt was just twenty years ago that the first exposition of 
plumbing materials was held here in Chicago. And it 
was just twenty years ago that, after the convention, the 
association could boast of $18,000 in the treasury—some- 
thing unknown before that time. 

>_> > 

Ever mindful of the human element, the convention 
remembered that, twenty years ago when the last na- 
tional convention was held in Chicago, C. F. Taffe was 






president of the local group. It was reported that Mr. 
Taffe was confined to his home by illness, and a suit- 
able message of remembrance was sent to him. 


< 


President Calnan went back thirty years in his mem- 
ories when he introduced John Coefield, president of the 
United Association of Journeymen Plumbers and Steam 
Fitters, recalling that he and Coefield had worked to- 
gether as journeymen in San Francisco in 1905. And 
Mr. Coefield said: “Little did I think the day would 
come when this cub plumber would introduce me with 
equal status on a platform.” 
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President Calnan went back even further in his mem- 
ories in introducing Rev. John J. Doody, who delivered 
the invocation. They were boys together in Chicago. 


a 
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sill Merryman had a beautiful patriotic exercise to 
open the convention. The colors were escorted to the 
front of the room by members of the crack Legion Post 
of the Board of Trade, after the delegates and visitors 
had been bugled to attention. And just at the right 
moment, the great flag 
which was back of the 
Speakers’ table unfurled it- 
self. Taps was played from 
the platform and _ echoed 
from the balcony ot the 
Grand Ball Room. 


And was Washington of- 
hcially represented! Sena- 
tor Pat McCarran who 
brought cheers with his plea 
for “constitutional democ- 
racy.’ Congressman John 
D. Dingell, whose interest 
has been aroused in the 
matter of the relationship 
between plumbing and pub- 
lic health. Morris L. Cooke, 
head man of the Rural Elec- 
trification Administration, 
who has been convinced 
that his program would be 
incomplete without includ- 
ing plumbing conveniences. Ward M. Canaday, next 
to the head man in administering the National Housing 
Act. And Dr. N. H. Engle of the Department of Com- 
merce, 





F. B. Lent, Saginaw, presi- 

dent of the Michigan M. P. 

Association, as seen by the 
artist 


a <— 
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It was Congressman Dingell who remarked that the 
germs of water-borne diseases seemed to draw no dis- 
tinctions between Republicans and Democrats. 

Bob Pflug-Felder and George Moore of Philadelphia 
brought along their own traffic judge—Kdward Roberts 


: 
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—to guide them through the tangle of Chicago traffic. 
Judge Roberts is an expert in plumbing and traffic. 
YS <> Ta 





C. H. Ingewer of Ridge Tool chartered a plane to fly 
to the convention and counted the biggest fruit of the 
convention his first meeting with W. M. Paterson of 
Trimont. 

> a a 

A lady paused at the Domestic Engineering booth. It 
was explained to her that a master plumber had won 
the beautiful International truck. “A plumber won that 
truck!” she exclaimed. “Well, I’m glad one plumber 
was lucky.” 





SS > a 


There are ways and ways of opening a convention. 
The idea of having the old Crane bell rung to put the 
| delegates to work was very successful. The tones of the 
| old bell were brought to the convention hall on a direct 
wire. 





ee pS oP 


And one of the original Americans, in full war regalia, 
: sang the national anthem and led the convention in sing- 
ing “America.” 


—™ a ~<_~ 
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At one point on the last day of the meeting one of the 
delegates took the floor to say, ‘‘We have stood for sen- 
ators, and congressmen. Now let's stand for our own 
” And they stood! 
> > > 





John Calnan. 


One of the exhibitors was heard to remark: ‘We know 
that our exhibit has paid for itself many times over. 
We knew that already on Tuesday.” 

> > > 





More than one master plumber in the Chicago area 
probably did what a friend of ours did—sent a couple 
of customers down to look over the exhibit. It’s certain 
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the job as finished will be a lot better than the home 
owner planned it originally. 

> 2 SD 

After his interesting address on early days in the 

plumbing field, W. E. Clow introduced E. L. Dawes. 
In his address, Mr. Clow shows that the United States 
fought the Spanish American war and the World War 
with showers. Who won the war now? 

> 2) > 


This was one of the gems of wisdom which Mr. Clow 
let drop in the course of his talk: “For the health of the 
community, the best is the cheapest.” 

> > > 


Mr. and Mrs. Degnan—who won the International 
truck, the first prize in Domestic ENGINEERING’s FHA 
prize contest—were taken up in Niles, Mich., on their 
way to the convention, and fined $5 for speeding. They 
thought it was going to be $15, and after winning the 
truck, Mr. Degnan said he thought they ought to go back 
and pay the other $10. 

> > > 


Those resolute resolutions writers found a new order 
of things waiting for them. Resolutions had to go 
through the hands of the Resolutions Committee before 
being read to the convention. 

> D> > 

Another thing which Dr. Engle of the Department of 

Commerce touched on in his address was the fact that you 


can’t undertake to do a job of gas-fitting on the way to 
a dance. He tried it once—and missed the dance. 


— a SP 





One oi the epigrams Dr. Engle gave was this: “Seek- 
ing facts about a business is the beginning of wisdom.” 
> S> ©} 


Evidence of how the industry gathers ’round when a 
member is in need of assistance was in the mention of 
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Heating Co., Norristown, Pa. 





Minn. (14) James C. Dillon, Peoria, Ill. 
(17) E. O. Bergren, Rockford, IIL. 
A. J. Stephens, Downers Grove, IIl. 


(22) Edwin Aldag, Sheboygan, Wis. (23) H. B. Locke, Chicago. 
U. S. Radiator Co., Detroit. (26) L. P. Markowski, Chicago, III. 
Dubuque, Iowa. (28) C. A. Baldwin, district sales manager, Scoville Manufacturing Co., Chicago. (29) Frank W. Shuell, EverHot 
Heater Co., Detroit. (30) C. A. Burmeister, Chicago. (31) James S. Glennie, Pontiac, Mich. (32) Orville S. Lippman, Chicago. 
(33) Wm. B. Neal, Somerville [ron Works, Chicago. (34) A. J. Loufek, Villa Park, Ill. (35) E. L. Dawes, Chicago, second vice 
(36) George McCarthy, Chicago. 
(39) J. M. Sullivan, Chicago district manager, Wheeling Steel Corporation. 
(42) S. C. Lasley, Speakman Co., Chicago. (43) J. S. Carter, Chicago branch manager, 
(44) M. B. Koblitz, treasurer, Josam Mfg. Co., Cleveland. (45) D. A. Hutchinson, Dearborn Chemical Co., 
Chicago. (46) James J. Cafferty, Peoria, Ill. (47) T. J. Long, Appleton, Wis. (48) J. T. Bailey, Kansas City, Mo. (49) Wm. K. 
(50) J. N. Barbee, Chicago Faucet Co., Chicago. (51) Wm. A. McDonald, A. Y. McDonald Mfg. Co., 
(53) Thomas Gray, Toledo, Ohio. 
(56) A. Sanderhoff, Racine, Wis. 


president, Standard Sanitary Mfg. Co. 
Smith, Sr., Chicago. 
(41) Denis McCormack, Baltimore, Md. 
Ruud Mfg. Co. 





Miller, Washington, D. C. 
Dubuque, Iowa. (52) Frank Koenig, Louisville, Ky. 
Mich. (55) H. E. Teichen, Chicago Faucet Co., Chicago. 


C. W. Farrar, Excelso Products Corp., Buffalo, N. Y. 








On the opposite page: (1) J. F. Corrigan, St. Louis, treasurer, Missouri association. 
(3) William Crowley, Peoria, Ill. 
Lancaster, Pa. (6) J. K. Stehle, Kuhns Bros. Co., Dayton, Ohio. 
(9) George H. Baker, secretary, Woodward-Wanger Co., Philadelphia. 
Cincinnati, regional manager, Briggs Manufacturing Co., Detroit. 
(15) John L. Petersen, Grand Rapids, Mich. (16) William Heisel, Virginia, Minn. 
(18) Wm. H. Banninga, Muskegon, Mich., president of Greater Muskegon association. (19) 
(20) Chris C, Platt, president, Elgin association. 


Iowa. (58) John F. Hale, Chicago, past president, A. S. H. V. E. 
Ill. (61) Hugh H. Logan, Wilson Valve Co., Los Angeles. (62) Martin O. Nelson, Batavia, Ill. (63) William J. Thole, St. Louis. 
(64) H. Lietzau, Chicago, Standard Sanitary Mfg. Co. (65) N. E. Frost, Chicago. 
(68) William Crowley, Peoria, IIl. 


(2) R. C. Bolsinger, Automatic Florzone 
(4) James J. Bresnahan, Buffalo, N. Y. (5) J. F. Skramusky, 
(7) J. H. Nelson, Roseland, Ill. (8) C. K. Anderson, Chicago. 
(10) T. E. Beck, Dixon, Ill. (11) H. G. Franklin, of 
(12) Leo Sherman, New York City. (13) A. G. Cherne, Buhl, 


(21) Philip Hering, Jr., Philadelphia. 
(24) Joe O'Connell, Elgin, Ill. (25) H. N. Booth, vice president, 
(27) A. ¥. MeDonald, treasurer, A. Y. McDonald Mfg. Co., 


(37) Herman L. Freye, Muskegon, Mich. (38) Louis 
(40) J. L. Walsh, Chicago. 


(54) Dirk Van Ree, Grand Rapids, 
(57) Ted Hanusa, Council Bluffs, 
(59) Otto Witzleb, Dixon, Ill. (60) R. L. Wagner, St. Charles, 


(66) Arthur F. Boettcher, Milwaukee. (67) 
(69) C. A. Wagner, Dallas, Tex., The 


Toledo Pipe Threading Machine Co. 
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George Drake of Buf.- 
falo, past national 
president, applauds 
vigorously at the elec- 
tion, to the presidency, 
of his fellow Buffa- 


lonian, George Frank 


AS // 1 ji 
— 


( Ss, 


~K 





St. Louis, and in particular Jere Sheehan, on the occa- 
sion of the death of National Director R. G. Thomas. 


a <_< ‘ 
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Jere Murphy, of New York, found a 
special interest in the demonstrations of the 
Chicago Committee, recallinng that in 1883 
something similar had been done and, later, 
shown to a national convention in Atlantic 
City. Mr. Murphy was anxious that the 
present work be not allowed to become 
merely a memory. 


It isn’t often that the treasurer of an 
association comes in for much applause. 
But Oscar Green, who begins his sixth 
term as National Treasurer, had an ovation 
that must have warmed his heart. Not only 
that, but the new system of accounting, 
introduced during John Calnan’s admin- 
istration, made possible a report that was 
understandable and—of all things !—in- 
teresting. 


Taking a drink of water during his 
presentation of his report, Mr. Green re- 
marked that it reminded him of something that was 
said to him after he had made an address at a Colorado 
convention. “It’s the first time,’ a member remarked, 
“that I ever saw a windmill run by water.” 

ee aS A 

Another accomplishment of the Calnan administration 
was an increase in accounting sales to almost double the 
previous year. 
. : 

One of the elements of continuity in the National As- 
sociation is the appearance of the younger generation on 
the program. Echoes of many national conventions were 
aroused by the presence of Walter E. Eynon carrying 
on the work in which his father was so active for so 


many years. 


— 
. ~ » 


And Cliff Smith—one of the FHA prize winners— 
had Cliff, Jr., with him for his first national convention. 
> {> a> 

In introducing Patrick N. Hurley,. the association’s 
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LL. F. Johnston, president 
of the Los Angeles M. P. 
Association, 
they do things out there 
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legal counsel, and [x-Secretary of War, Mr. Calnan 
said he had been informed by the Stevens management 
that Mr. Hurley had been put in the presidential suite. 
Prolonged (as the reporters say it) applause greeted the 


remark. 
i: i aa 


One of the ushers at the Harris Theater, where the 
house was bought out one evening for the convention, re- 
marked that it looked like a better than average audience 


to her. 
i ~ ea 


President Calnan’s report was a model of what one 
might call commercial statesmanship. Read, for example, 
the position he took as to the relationship between the 
association and the code authority. 

> 22> D> 


When they brought President-Elect Frank into the 
convention hall, Charles Gawne, secretary under John 
Calnan, sprang to the piano and gave a spirited rendition 

of “For He's a Jolly Good Fellow,” and 
another old favorite. Bob Barrett led the 


singing. 


And, by the way, the universities lost a 
great cheer leader in Charlie Gawne. He 
wound the crowd up on two separate oc- 
casions, largely for the benefit of a radio 
audience that was listening to convention 
features. 

President-Elect Frank, in responding to 
a sincere offer of co-operation during the 


tells how 


/ 





Henry J. Ritter of 
Buffalo, the new na- 
tional secretary, listens 
to all the proceedings 


Seg Neves 





vear from the Women’s Auxiliary, replied in his quiet 
way: “You have been doing that for so long, I know | 
can expect it.” 
a a oe 
On the word of Dr. Bundesen, when this industry gets 
back of something, they get back of it. He thanked the 
master plumbers for the “real, courageous, heroic, dy- 


namic help.” 
<—»> —> —S»> 
Perhaps the best high-light with which to wind up, is 
the statement of President Calnan in his report: “Our 
future again is in our own hands and our past history 


proves our ability to direct our own destinies.” 
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Leaders of the N. A. M. P. were guests of J. B. Berryman, chairman of the board of Crane Co., on his yacht the Tannis, the Sunday 
before the convention opened 


Delegates Visit Crane Plant 
ollowing Convention 


Arnoucu the convention closed on 
Thursday, it would seem that the great majority of the 
delegates were on hand on Friday for the trip to Crane 
Company’s Corwith plant. This is the largest of the 
Crane factories in America and Europe. 

Buses were lined up in front of the Stevens Hotel, 
and the number of registrations for the trip required 
the presence of some suburban carriers to take care of 
the load. The visitors were taken through the plant in 
groups so that there were no delays, the groups crossing 
each other’s routes at various points in the plant, but 
never interfering with each other. 


BUFFET LUNCHEON SERVED 


The trip through the plant was made in such a way 
as to acquaint the visitors with the “horizontal traffic” 
system which brings the raw material in at both ends 
of the plant, through foundry, machine shop, assembly 
room, testing and, finally, stock. Shipping is done at 
the center of the plant, the stock room flanking the tracks. 
Five railroads serve this plant. 

At noon one of the large rooms on the upper floor 
of the plant held all of the visitors for a buffet lunch- 
eon. Those present filled the room to its farthest 
corners. 

The trip was under the general direction of Russell 
G. Creviston. After the luncheon, Mr. Creviston intro- 
duced members of the Crane executive group: C. B. 
Nolte, president; P. R. Mork, vice-president in charge 
of sales; John Collier, vice-president in charge of manu- 
facturing, and R. C. Crane IT. 


In the space left by the circling drive at the entrance 
was the “cradle” of Crane Co. This was the one-story 
foundry built by R. T. Crane in 1855, from which the 
Corwith plant grew. Visitors peered through its dusty 
windows and were impressed at the contrast between 
the space occupied by the forty-seven buildings which 
now make up the plant, and this original small beginning. 
It was, as one visitor remarked, “some acorn.” 

Further entertainment offered by Crane Company was 
a cruise on the Sunday preceding the convention on the 
yacht of J. B. Berryman, chairman of the board. Na- 
tional officers of the association, national directors, and 
a number of the delegates were entertained by a cruise 
on Lake Michigan. 


Names of Persons on Front Cover 


Center picture shows left to right, Charles Gawne, retiring 
secretary, N. A. M. P.; Russell G. Creviston, sales promotion 
manager of Crane Co.. Ward M. Canaday, assistant to the 
administrator, FHA; John J. Calnan, retiring president, N. A. 
M. P., and James Degnan, representing Moersch & Degnan, the 
winner of the motor truck. 

Group picture shows a portion of the prize winners in at- 
tendance at the N. A. M. P. convention. Seated, left to right: 
Mrs. B. M. Blunk, representing A. S. Blunk Heating Co., 
Louisville, Ky.; Mr. and Mrs. James Degnan, Escanaba, Mich., 
and J. F. Skramusky, Lancaster, Pa. Standing, left to right: 
Gilbert L. Noreutt, Henderson Plumbing Co., Henderson, Ky.: 
H. C. Silvis, Sheboygan, Wis.; W. W. Gesling, Gesling Plumb- 
ing Co., Lancaster, Ohio; L. I. Norton, Eveready Plumbing & 
Heating Co., Washington, lowa; N. L. Dittmer, O. H. Dittmer 
Co., Milwaukee, Wis.; Clifford F. Smith, Sioux Falls, S. D.; 
Elmer Schield, Shield Plumbing and Heating Co., Milwaukee; 
Earl Schmidt, Charles City Plumbing & Heating Co. Charles 
City, Iowa, and J. H. Boyd, Schuerer-Boyd Company, Inc., 
Springfield, Mo. 
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Officers of American Society of Heating & Ventilating Engineers at Toronto midsummer 
meeting. Left to right: E. Holt Gurney, Toronto; R. H. Carpenter, New Yerk; G. L. 


Larson, first vice president, University of Wisconsin; C. V. 


Haynes, Philadelphia; 


J. F. Melntire, Detroit; W. E. Stark, Cleveland; John Howatt, president, Chicago; 


John D. Cassell, Philadelphia; M. C. 


Beman, Buffalo; F. C. MelIntosh, Pittsburgh; 


A. J. Offner, treasurer, New York 


S.H.V.E. Summer Meeting 
Is One of Largest Held 


Constructive program of technical papers. 
Full program of soctal features 


committees meet. 


An MT 350 registered at the semi-annual 
meeting of the American Society of Heating and Ven- 
tilating Engineers at Toronto, Ontario, June 16-19. 
This made the meeting one of the largest summer gath- 
erings of the Society. The visitors united in classing 
the meeting as one of the most enjoyable. 

Under the direction of President John Howatt and 
the members of the council and the various committees, 
a constructive program of technical papers served as 
the basis of the three sessions. Added to these were 
gatherings of the various special committees, as_ well 
as meetings of various organizations which found most 
of their members in attendance at the Society meeting. 

A tull program of social features was likewise pro- 
vided, arranged to take care of the visiting ladies dur- 
ing the daytime, to provide entertainment for the men 
in the afternoon and to interest all of the visitors in the 
evening. This included a special 18 hole handicap golf 
tournament tor the Research Cup; sight-seeing trips 
through the city, to the Granite Club, to the Ontario 
Museum, to the Royal Canadian Yacht Club, to the 
Ontario Research Foundation and a boat trip and 
Inspection of Toronto harbor development. The eve- 


Special 


ning features centered around an informal dinner dance 
at the historic Old Mill and the annual banquet and 
dance. 

The special meetings included that of the F. Paul 
Anderson award committee of which First Vice-Presi- 
dent G. L. Larson is chairman; a meeting of the com- 
mittee on research of which Professor A. P. Kratz is 
chairman ; a luncheon meeting of the committee on ven- 
tilation standards of which W. H. Driscoll is chairman ; 
a meeting of the Guide publication committee headed by 
Professor Larson. 

During the meeting, various business sessions were 
held by the officers and council, headed by President 
Jonn Howatt. Other officers present included G. L. 
Larson, first vice president; A. J. Offner, treasurer ; 
and A. V. Hutchinson, secretary. Council members 
present included J. F. McIntire, W. E. Stark, M. C. 
Beman, E. H. Gurney, R. H. Carpenter, J. D. Cassell, 
C. V. Haynes and F. C. McIntosh. 

Toronto arrangements were handled by the local or- 
ganization from the Ontario chapter This work was 
carried on under the direction of E. H. Gurney, general 
chairman; L. L. Anthes, vice chairman; and W. R. 
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CONCEALED RADIATION 


WITH THE CAST IRON ARCO CONVECTOR 





THE PROFIT THAT GOES WITH SELLING 


WHAT PEOPLE WANT! 


@ There's no trick—and plenty of profit—to selling 
concealed radiation with the Arco Convector. Your 
customers want it. Or will, when you show how it 
adds to the size and appearance of a room. 


The Arco Convector brings to concealed radiation 
all the well known advantages of cast iron. It is as 
easy to install as any other radiator in any system 
— steam, hot water or vapor. It delivers its rated out- 
put and helps to keep your customers happy. And 
the complete flexibility *, with the various styles of 
Arco Enclosures, permits you to fit the necessary 
amount of radiation to almost any space available. 


Write today for your copy of the Arco Convector 











* COMPLETE FLEXIBILITY: Arco Convector units come in four 
widths and in lengths varying by multiples of 2-44“. Arco 
Enclosures made to fit Arco Convectorscome in various styles 
and sizes, and may be recessed, semi-recessed or free standing. 


NAME 


Catalogue. It tells all you want to know about this 
modern, competitively priced, cast iron concealed ra- 
diator. It shows the many different types of standard 
Arco Enclosures. It is free. Mail the coupon now. 








AMERICAN RADIATOR COMPANY 


40 WEST 40th STREET, NEW YORK, N. Y. 
Division of AMERICAN RADIATOR 6 STANDARD SANITARY CORPORATION 


—_ 


Arco Convectors 













Deo you know about American Radiator’s 
new.Summer Plan? You get cash at once. 
Yourcustomer pays nothing until fall—then 
takes as long as 3 yearson FHA terms. No 
extra charges or interest during summer. 


a 





AMERICAN RADIATOR CO. 
4) West 40th St... New York, N. Y. 


I want the facts on modern con- 
cealed radiation. Please send me 
vournew ArcoCastlIronConvector 
Catalogue 











ADDRESS on ssimpeememennmeniaaents 
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Blackhall, past president Ontario chapter; assisted by 
M. W. Shears, transportation; M. F. Thomas, finance ; 
J. S. Paterson, registration; W. P. Boddington, enter- 
tainment ; H. H. Angus, reception; H. B. Jenney, ladies ; 
Thomas McDonald, banquet; E. R. Gauley, publicity ; 
Mrs. E. H. Gurney, ladies; and H. R. Roth, secretary. 

As signified in the adoption at the final session of a 
resolution prepared by Oliver Prentice of the C. A. 
Dunham Co., the local chapter both through its officers 
and members thoroughly met the responsibility of act- 
ing as host to this big meeting. 


GARAGE VENTILATION CODE APPROVED 


At the opening session, the report was given that 
the garage ventilation code had been approved by the 
Society through a letter ballot. This code has been 
under study and analysis by the Society for some years 
and the announcement of its approval is the final step 
in establishing a code of minimum requirements for 
heating and ventilating garages. 

The technical papers presented included: 

“Characteristics of Registers and Grilles,” by J. H. 
Van Alsburg. 

A Study of Classroom Ventilation: 

Part I—“Classroom Odors with Reduced Outside Air 
Supply,” by F. C. Houghten, H. H. Trimble, Carl Gut- 
berlet and M. F. Lichtenfels. 

Part I[I—*Air Supply to Class rooms in Relation to 
Vent Flue Openings,” by F. C. Houghten, Carl Gut- 
berlet and F. I. Lichtenfels. 

Part I1I—*“Classroom Drafts in Relation to Entering 
Air Stream Temperature,’ by I*. C. Houghten, H. H. 
Trimble, Carl Gutberlet and F. I. Lichtenfels. 

“Heat Absorbing Glass Windows,” by W. W. Shaver. 

“Cooling and Air Conditioning in an Ale Brewery,” 
by C. P. Creighton and I. J. Friedman. 

“An All Electric Heating, Cooling and Air Condition- 
ing System,” by Philip Sporn and D. W. McLenegan. 

“A Rational Heat Gain Method for the Determina- 
tion of Air Conditioning Cooling Loads,” by F. H. 
Faust, fF. O. Urban and L. Levine. 

“Oil Burning in Residences,” by D. W. Nelson. 

“The Dust Problem in Air Conditioning,” by F. B. 
Rowley. 

“Chicago Standards for Certified Air Conditioning,” 
by S. R. Lewis. 

In discussing the proposed Chicago standards for cer- 
tied air conditioning, Samuel R. Lewis of Chicago, 
secretary of the Chicago committee, pointed out that 
these standards had been approved by the Chicago chap- 
ter. He outlined the steps taken to set up the standards 
as well as the work of the continuing committee which 
carried them forward. He concluded his paper with the 
following statement: 

The standards end with pertinent extracts from the 
city codes covering local requirements as to permits 
and fees and quotes local rules as to certain safety 
features. The situation concerning evaporators for 
chemical types of refrigerant placed in air ducts of 
ventilating systems is not entirely satisfactory and un- 
doubtedly must be clarified soon. 

There are many large factories having work rooms 
crowded with emplovees with inadequate exits to the 
outer air which are cooled by direct expansion 
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ammonia, sometimes in convectors and frequently with 
direct expansion coils in air washers where they are 
sprayed with water. Some experienced refrigerating 
engineers defend this practice. Others equally experi- 
enced condemn it. The Chicago building code prohibits 
such practice, and the standards for certified air condi- 
tioning rest on the code. 

There is need for clarification of this matter and 
research may be required because there is such a wide 
variation in the properties of the refrigerants now in 
common use, and in the pressures and in the kinds of 
metal and in the safety devices. 

Many engineers fear that some serious accident may 
happen before proper restrictions and safeguards shall 
have been developed and enforced. A suggestion is 
made that this particular matter properly might be 
pursued further by a joint committee of the American 
Society of Heating and Ventilating Engineers and the 
American Society of Refrigerating Engineers. 

The committee which developed these standards for 
Chicago realizes that improvements can be made and 
hopes to keep them from becoming too detailed and too 
voluminous. Changes can be made from time to time 
as experience in administering them dictates. 

Harry Hart of Chicago, who also had been active in 
this work, pointed out that the lack of standards in air 
conditioning has retarded sales. Variations in compet- 
itive estimates are bringing tremendous differences in 
bids and consequently arousing doubts in the minds of 
prospective customers as to the reliability of the equip- 
ment offered. He feels that the movement undertaken 
in Chicago to establish air conditioning standards will 
work to advance the industry as well as to protect the 
consumer. 


NEED FOR REGULATING STANDARDS 


William H. Driscoll agreed on the need for regulat- 
ing standards in air conditioning, as he felt the industry 
at present is in an appalling condition due to the lack 
of guidance and reliability in what the industry had to 
offer. The variations in prices which prospects now 
receive is a serious indictment of the industry, he stated. 
For that reason he felt that early and sane specifications 
were needed. 

Fhe paper attracted considerable debate, mostly along 
the lines of securing added information and with one 
critical note sounded against the standardization of a new 
industry too early in its development. 

At the suggestion of C. V. Haynes, a resolution of 
sympathy was adopted on the death of Stewart A. Jel- 
lett, Sr., the second president of the A. S. H. V. E. 

Prof. C. M. Humphreys of the Carnegie Institute of 
Technology suggested changes in the regulations for 
membership which would make it easier for student mem- 
bers to become juniors and for junior members to be- 
come associates. His suggestions were favorably re- 
ceived and were turned over to the council for decision 
at a later date. 

The golf tournament was held partially in a heavy 
rainstorm and on wet grounds. In this unusual test of 
golfing ability, R. C. Bolsinger of Philadelphia came 
through as the winner and obtained possession of the 
research cup for the coming year. 

Mr. Gurney acted as toastmaster at the annual 
banquet. 












nteresting HKacts With 
Common Explanations 


The purpose of this page 1s to give readers data which they 
can use in discussing, clearly, engineering fundamentals 


Loss in Hot Water Circulation Lines 


The loss which occurs on hot water circulation lines 
re in a large installation is oftentimes much greater than 
K would be suspected. This is especially true where the 
a hot water fixtures are widely separated and the actual 
hot water usage is small. For instance, in an office 
building where lavatories supplied with hot and cold 
water are contemplated in every office, the line loss may 
run to as much as the total water used. That is to 
say if the water required were 1,000 g.p.h. then the 
equivalent direct radiation to allow for the heating of 
the water would be about 

1,000 & 3% or 3,500 sq. ft. E.D.R. 
since about 31% sq. ft., E.D.R. will be approximately 
equivalent to heating one gallon of water per hour 
through a rise of 100 degrees. 

But the losses on the supply and return lines may 
be another 3,500 sq. ft. E.D.R. and can only be ac- 
curately determined by taking off all of the pipe in the 
hot water system on both supply and return and reduc- 
ing this to sq. ft. of outside surface. If the water in 
the system has an average temperature of 100 deg. Fahr. 
and the building is at 70 deg. Fahr., the temperature 
difference between the pipe and the room will be 30 
degrees. \Vith a radiation from the pipe surface (bare ) 
of 2 Btu. per sq. ft. per degree temperature difference, 
the loss per sq. ft. for uncovered pipe will be 60 Btu. 
per sq. ft. But, these lines are almost invariably cov- 
ered so that, if the covering has an average efficiency 
of 60 per cent, the loss actually will be 40 per cent of 
60 Btu. or about 24 Btu. per sq. ft. Then the E.D.R. 
BS for pipe loss may be found from the formula 
Sq. ft. surface * 24 Btu. 
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7 This should be computed on every building with a 
| hot water circulating system and should be carefully 
a allowed for in the heating capacity provided for hot 
" water though no additional storage capacity need be 
4 allowed. 
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Water Pressure Due to Gravity Head 


It sometimes is difficult to understand why a large 
quantity of water in an elevated position does not pro- 
duce a greater pressure at the bottom than a smaller 
For it 





Be quantity would which does not weigh as much. 
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is well known that the head of water due to gravity is 
simply a measure of weight. The whole secret lies in 
the fact that “head” of water does not mean the total 
weight but, on the contrary, means the weight exerted 
on one square inch of area. That is the reason that 
“head” is given in pounds per square tnch; or in feet 
of height. 

For example, take the small reservoir shown in Fig. 
1 and assume that it contains 10,000 gallons of water: 
the total weight of the water at 8.14 Ib., per gallon is 
83,333 Ib. The 1 in. pipe leading out of the bottom and 
running down to an outlet 100 ft. below has the whole 
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Fig. 1—This illustration shows how pressure due to gravity 
is a direct result of height and not of quantity of water 


reservoir on top of it but not the whole body of water 
is supported on the pipe. On the contrary, the major 
portion of the water is resting on the bottom of the 
reservoir and only the portion directly over the pipe 
exerts any pressure on the water in the pipe. The pres 
sure per square inch at the bottom of the 1 in. pipe ts 
simply the total height of water (100 ft.) times 0.43 Ib.. 
or 43 Ib. per sq. in. 

In the case of the 4 in. pipe the amount of water on 
top of the pipe and in the pipe is approximately 16 times 
as much and weighs 16 times as many pounds as in the 
1 in. pipe, but the area of the 4 in. pipe also is 16 times 
as great as the | in. pipe so that the total weight divided 
by 16 will give exactly the same pressure at the bottom 
of the 4 in. pipe as is secured in the bottom of the 1 
in. pipe. From this it will be seen that the sole factor 
to be considered in determining pressure due to gravity 
is the height of water involved and that anv height of 
water in feet when multiplied by 0.43 Tb. will give the 
resultant pressure in pounds per square inch 
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approved low rates. 





Sell them on 
having heating 
installed while 
the family Is on 
a vacation... 


HAT are seasons to a plan like this P 
What home owner can resist this 
simple, easy way to solve next winter’s 
heating problem now? Tell him about 
present low prices. Tell him he pays noth- 
ing until Fall—pays no interest or extra 
charges for the summer. Then, beginning 
in the Fall, he takes up to three years to pay 
at government-approved low rates. 
Convenient? Sure. The work can be 
done while the family’s on vacation. No 
fuss, no bother—and modern heating is 
ready at the first sign of winter. Every- 


thing he wants in heating is included. No 
extras, no strings. 

Profitable? You bet! You get paid in 
cash when the job is completed. You get 
your full price at once, without recourse, 
without holdback. You pay no legal fees, 
no collection fees, nothing. It’s a spot cash 
sale for you. Don’t let summer put you in 
the red. You’re in business 12 months a 
year. Do business every month with 
American Radiator’s Cash-to-the-Con- 
tractor Finance Plan. Just drop a letter or 


a postcard for the details. 


AMERICAN RADIATOR COMPANY 


Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
40 West 40th Street, New York, N. Y. 


















































NEWS of the SUPPLY FIELD 





Standard Sanitary Mfg. Co. Reopens 
Plants in Baltimore and Pittsburgh 


Forecasts of improved business are 
losing their interest in view of the tan- 
gible evidence of general improvement 
apparent in many ways. Two note- 
worthy examples are the reopening of 
the Baltimore, Md., and Pittsburgh, Pa., 
plants of the Standard Sanitary Mfg. 
Co. These had been closed since April 
1, 1932. 

An increasing volume of business, it 
is stated, caused the reopening of the 
Baltimore plant on April 15, and the 
company felt justified in also starting 
work on the reopening of the Pittsburgh 
plant June 13. H. M. Reed, president 
of the company, has announced that the 
Pittsburgh plant will be in production 
about August 1. There is every indica- 
tion that the amount of business re- 
ceived will be sufficient to keep these 
plants in operation, it is stated. 

These two plants will each employ 
approximately 800 to 1,000 men and are 
expected to be a real factor in increas- 
ing prosperity in their communities. 


With the opening of the Pittsburgh 
plant, all factories of the Standard 
Sanitary Mfg. Co. will be in operation. 
While the general improvement in busi- 
ness had a large part in bringing this 
about, nevertheless, the newspaper ad- 
vertising of the company in 100 of the 
larger population centers during last 
Fall and this Spring no doubt has had 
considerable influence in making the 
public plumbing fixture and master 
plumber conscious, it is pointed out. 
These advertisements were definitely 
prepared to enhance the position of the 
master plumber with the public. 

Another important factor was the 
making immediately available to the 
trade practical sales-aids to benefit from 
the FHA Better Housing Program. 
Thousands of master plumbers quickly 
took advantage of this material and 
many tons of attractive literature were 
shipped to them for the creating of in- 
terest in plumbing among thcir prospec- 
tive customers. 


TT 


Texas Wholesalers Hold j 
Meeting in Houston 


The third quarterly meeting of the 
Wholesale Distributors Association of 
Texas was held in Houston on Satur- 
day, June 15. The various meetings 
were well attended by members, in- 
vited wholesalers and manufacturers’ 
representatives. 

The board of directors held its regu- 
lar meeting and dinner on Friday even- 
ing. I. L. Nihell, of Standard Sanitary 
Mfg. Co., Dallas, chairman of the board, 
presided. Plans were made for an im- 
proved organization during the coming 
quarter. Recommendations were made 
for strengthening the manufacturer- 
wholesaler-retailer-consumer line of 
distribution. 

The Industrial Mill Supply Division 
of the association held its meeting on 
Saturday morning. Passing off inferior 
goods as the equal of first-class pro- 
ducts or substituting inferior goods as 
quotations, was condemned. Some time 
was spent studying the cost of doing 
business and the delivery problem. Al- 
lowing full freight was condemned. 


A. D. Gugenheim of the San Antonio 
Machine Supply Co., Waco, presided at 
this meeting. 

In the Sheet Metal Division, J. H. 
Maxwell, Maxwell Steel Co., Fort 
Worth, chairman, presided and outlined 
a program to work on during the next 
quarter. 

The meeting of the Pipe, Valves and 
Fittings Division was well attended. It 
was pointed out that the mills are an- 
xious to continue as they have and do 
not want to reduce wages or hours. 
The number of pipe distributors in 
Texas materially increased during the 
life of NRA, it was pointed out,. As a 
result, the mills have many slow mov- 
ing stocks and the individual wholesaler 
a largely reduced volume. 

At the meeting of the Plumbing and 
Heating Division subjects, such as de- 
livery, reduced differentials and lump 
sum bidding came in for discussion. 
Lump sum bidding was condemned as 
misleading and unfair to the master 
plumber, the customer and the whole- 
saler. The cost of doing business for 
plumbing and heating wholesalers is 
around 22 per cent, it was pointed out, 
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and the wholesalers present expressed 
the feeling that differentials should not 
be reduced. The established method of 
distribution was again stressed and the 
advantages of this method were out- 
lined by Chairman C. A. Dunlay, of 
Dunlay-Armand Co., Inc., Houston. 

The members were tendered a lunch- 
eon at noon, with a dinner and cabaret 
entertainment in the evening. Maurice 
Sowell, N. O. Nelson Mfg. Co., Houston, 
and D. S. Burks, Standard Sanitary 
Mfg. Co., Houston, were largely respon- 
sible for the entertainment. Many of 
the wives came with the husbands and 
were entertained with a luncheon, a 
show and bridge. 

The next meeting of the association 
will be held in Fort Worth in Septem- 
ber. 





Takes Over Peck Bros. & Co’s. 
Jobbing Business 


John R. Colvin, formerly vice presi- 
dent of the Peck Bros. & Co., of New 
Haven, Conn., and Howard E. Evans, 
sales representative of the same con- 
cern, have formed a partnership under 
the name of Plumbers Supply Company 
and have taken over the jobbing busi- 
ness formerly conducted by the Peck 
Bros. & Co., which has been in re- 
ceiver’s hands for some time. Both Mr. 
Colvin and Mr. Evans have had approxi- 
mately twenty years’ experience in the 
plumbing and heating supply business. 
The Plumbers Supply Company will 
continue the business at the old quar- 
ters of Peck Bros. & Co., 127 Chestnut 
Street, New Haven, Conn. 





Briggs Mfg. Co. Names 
Two Regional Managers 


Briggs Manufacturing Company, De- 
troit, Mich., has announced the appoint- 
ment of two regional managers for its 
newly formed plumbing division, name- 
ly, J. B. Stewart of Detroit and Harry 
G. Franklin of Cincinnati. 

Mr. Stewart, who has been identified 
with sales developments in the plumb- 
ing and brass industries for more than 
twenty-one years, has been appointed 
regional manager of the company’s 
plumbing division in the following ter- 
ritory: Michigan, Ohio, Indiana, Ken- 
tucky and the western parts of New 
York, Pennsylvania and West Virginia. 
Mr. Stewart was with Weil-McLain Co., 
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Chicago, for ten years and later joined 
the Republic Brass Co., Cleveland, 
where he was located for eleven years. 

Mr. Franklin, for more than twenty 
years a plumbing and heating contrac- 
tor in Cincinnati, has been appointed 
regional manager for North Dakota, 


DOMESTIC ENGINEERING 


South Dakota, Nebraska, Kansas, Mis- 
souri, Illinois and Wisconsin. He is a 
graduat2 of the Cincinnati Technical 
School. He formerly served as chair- 
man of the educational committee of 
the Ohio State Association of Master 
Plumbers. 





New England P. and H. Wholesalers Hold 
Ninth Convention at Poland Springs 


The Plumbing and Heating Whole- 
salers of New England, Inc., held their 
ninth convention at Poland Springs, 
Me., on June 17. The attendance at 


the morning session was limited to 
the members of the organization and 
reports of various officers were heard. 
These included the report of the treas- 
urer, the report of the board of direc- 
tors, the report of the secretary and 
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Top row, left to right: Barney Weiner, 
manufacturer's agent, Boston, Mass.; Wil- 
liam O’Connor, American Tube Works, 
Somerville, Mass., and Raymond Lyons, 
C. F. Church Mfg. Co., Holyoke, Mass.— 
Center row: Mrs. Elkins Smith, Norwich, 
Conn.; Mrs. John Milliken, Boston, Mass., 
and Mrs. James Byrne, New York City.— 
Bottom row: N. B. Decker, J. B. Rowe, 
sales manager, and William J. Hawkins, 
all of Bridgeport Brass Co., Bridgeport, 
Conn. 





the report of the regional code commit- 
tee, of which M. W. Dennison, Braman, 
Dow & Co., Boston, Mass., is chairman. 
Distribution problems affecting brass 
pipe, water works goods, indirect water 
heaters and boilers and radiators were 
discussed. 

Mr. Dennison, who is president of the 
association, opened the afternoon ses- 
sion by welcoming the members and 
guests. He reviewed business conditions 
surrounding the plumbing and heating 
industry and stressed the point that the 
wholesaler is an important economic 


factor in the distribution of the indus- 
try’s products. 

O. A. Kroos, secretary-treasurer of 
Kohler Co., Kohler, Wis., expressed the 
opinion that the plumbing and heating 
industry is approaching a boom period 
in the residential construction field. He 
reaffirmed the established method of 
distribution, namely, manufacturer to 
wholesaler, to plumbing and heating 
contractor, to consumer. He remarked 
that shipments of porcelain ware and 
vitreous china ware to wholesalers have 
increased tremendously recently. Mr. 
Kroos said his company is in favor of 
warehouse charges provided the whole- 
salers would prefer such a plan. 

Willard A. Speakman, president of 
»peakman Company, Wilmington, Del., 
expressed the belief that lump sum bid- 
ding will return. He is of the opinion 
that the jobber should not accept an or- 
der for business unless all items are 
individually priced. He remarked it 
has been the practice of some whole- 
salers to allow the manufacturer to 
shoulder the whole load and do all the 
selling. Mr. Speakman is of the opinion 
that the Supreme Court ruling on NRA 
will have no effect on the manufacturer. 

John J. Kennedy, vice president of 
National Tube Company, Pittsburgh, 
Pa., remarked that the Supreme Court’s 
ruling on NRA will have little effect on 





Top row, left to right: Arnold Abbott, 
Monroe Co., Boston, Mass.; W. F. Ben- 
nett, Jr., Ideal Supply Co., Somerville, 
Mass.; Stanley Cady, General Fittings Co.. 
Providence, R. L, and Morris Lynch, Koh- 
ler Co. branch, Boston, Mass.—Bottom 
row: Ben Erk, American Brass Co., Water- 
bury, Conn.; H. W. Dittmeyer, United 
Wire & Supply Co., Providence, R. L; 
F. L. Braman, vice president, and R. T. 
Benedict, manager, both of American Brass 
Co., Waterbury, Conn. 
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the steel pipe mills. He said the steel 
pipe code was administered in a highly 
successful manner and accomplished so 
much good that manufacturers will con- 
tinue to function the same as if the code 
were still in effect. 

William M. Byrd, Jr., president of 
Alabama Pipe Company, Anniston, Ala., 
reviewed the operations of the soil pipe 
code. Mr. Byrd also told how, in the 
last two years, the National Association 
of Master Plumbers has been cooperat- 
ing with established wholesalers. 

F. L. Braman, vice president of Amer- 
ican Brass Company, Waterbury, Conn., 
outlined his company’s policy on the 
distribution of pipe and tubing. Mr. 
Braman remarked that as a result of 
the Supreme Court ruling on NRA, ex- 
isting agreements with distributors had 
been withdrawn. 

John J. Hall, vice president of Stand- 
ard Sanitary Mfg. Co., Pittsburgh, re- 
marked that business is definitely fm- 
proved and that enough orders have 
already been booked by his company to 
insure good business until fall. Mr. 
Hall said the NRA ruling would have 
no effect on his company’s plans and in 
conclusion stated that his concern is in 
favor of warehouse charges. 

Max D. Rose, general sales manager 
of American Radiator Co., New York 
City, stated that the introduction of 
uutomatic heat and air conditioning 
opens a vast new field for the heating 
industry. These new developments, Mr. 
Rose remarked, make it imperative that 
the wholesaler and the heating contrac- 
tor exert every effort to do a good sell- 
ing job. He reaffirmed the established 
method of distribution as being the 
most economical method of selling. 

The association voted to hold its fall 
meeting at Brenton Woods, N. H., in 
October. 





Pincus & Schulhof Opens 
Attractive Display Room 

Pincus & Schulhof, Inc., plumbing 
and heating wholesale firm of Chicago, 
formally opened its new display room 
at 1630 Belmont Avenue on May 28. 
The event was attended by many 
plumbing and heating contractors, man- 
ufacturers and wholesalers. 

The new display room is a modern 
building which formerly served as quar- 
ters for a banking institution. 

Plumbing equipment is displayed in 
the front section of the building. The 
display includes regular kitchen sinks 
and also the cabinet type, shower stalls, 
lavatories, closet bowls under pressure, 
kitchen stoves, electric refrigerators 
and several complete bathrooms. 

On display in the air conditioning 
room are one air conditioning system 
and a hot water boiler. H. C. Ledig is 
manager of the display room. 
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Advertising Has Created 80 Per Cent 
Gain in Plumbing Sales, Price Says 


The advertising and sales promotion 
methods used by the plumbing industry 
to create an 80 per cent increase in the 
sale of plumbing fixtures in recent 
months were described by W. E. Price, 
president of the Knapp Supply Com- 
pany, Muncie, Indiana, in an address 
delivered recently before the Advertis- 
ing Club of Indianapolis. 

Mr. Price is president of the Plumb- 
ing and Heating Industries Bureau and 
president of the Central Supply Asso- 
ciation. 

“Less than a year ago,’ Mr. Price 
said, “it would have been somewhat 
difficult to speak on the subject of ‘Ad- 
vertising the Plumbing Business.’ At 
that time little advertising was being 
done. Today, however, under the 
stimulus of the home modernization 
campaign of the Federal Housing Ad- 
ministration, a substantial amount of 


advertising is being carried on by vari- 


ous members and groups in the plumb- 
ing industry.”’ 

Mr. Price referred to a survey of 
newspaper building pages (compiled by 
DOMESTIC ENGINEERING) which disclosed 
that a third of all advertising in these 
pages is being paid for by the plumbing 
and heating industry. 

Mr. Price discussed the various 
methods and media which are being 
used in advertising the plumbing busi- 


ness today, and referred to the extent of 
the modernization market as shown by 
the Real Property Inventory and the 
Farm Housing Survey. 

The major portion of the address was 
devoted to a review of the improve- 
ments in design and appearance made 
in plumbing fixtures. The speaker 
pointed out that the superiority of the 
modern plumbing fixture forms the basis 
for the advertising campaign of the 
industry. 

“An interesting feature of our organ- 
ization which I believe will be of par- 
ticular interest to the advertising 
fraternity is the manner in which we 
pool our resources in the Plumbing and 
Heating Industries Bureau which func- 
tions as a publicity agency for the en- 
tire industry,” Mr. Price said. 

“Twenty-five associations of manu- 
facturers, wholesalers, and contrac- 
tors,” he said, “participate in the financ- 
ing and management of the Plumbing 
and Heating Industries Bureau which, 
as a result, has the necessary breadth 
of view and impartiality to command 
the confidence of newspapers, maga: 
zines, radio stations, civic clubs, federal 
and state agencies, research organiza- 
tions, and all other groups or organiza- 
tions touching on the public relations 
aspect of the plumbing and heating in- 
dustries.”’ 


a ————————— 


Calnan Praises Bureau 
at Wholesalers’ Meeting 


The work of the Plumbing and Heat- 
ing Industries Bureau was cited as an 
outstanding example of cooperative 
effort by John J. Calnan, president of 
the National Association of Master 
Plumbers, in an address at the meeting 
of the Central Supply Association in 
Chicago recently. 

‘With more than twenty-four associa- 
tions of manufacturers, wholesalers and 
contractors cooperating through the 
Bureau, this association is one of our 
outstanding’ examples indicating how 
much we can accomplish if we all pool 
our efforts,” Mr. Calnan said. 

“I highly endorse the work the 
Bureau is doing in keeping the con- 
venience and advantage of modern 
plumbing and heating prominently be- 
fore the public through newspaper, 
magazine and radio publicity. I feel 
that the past year has particularly 
demonstrated the usefulness of the 
Bureau in widening the demand for 
plumbing equipment and in building 
good will for the entire industry.” 


Albert D. Wilson Is Elected 
President of Bristol Brass Corp. 
Albert D. Wilson has been elected 
president of the Bristol Brass Corpora- 
tion of Bristol, Conn., to succeed the 
late Alexander Harper. Mr. Wilson has 
been connected with this concern 33 


years. He was cashier from 1907 to 
1918. In the latter year he became as- 
sistant treasurer, and was elected vice 
president in 1921. In 1924 he was made 
secretary and treasurer, and in 1929 he 
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was elected vice president and treas- 
urer. He will continue as treasurer in 
addition to his duties as president. 





Schaible Foundry & Brass 
Appoints Sales Representative 


The Schaible Foundry & Brass 
Works Company of 1086-1098 Summer 
Street, Cincinnati, Ohio, has just ap- 
pointed two new sales representatives 
as follows: Fred A. Zimmer, 15 North 
Sheldon Street, Chicago, Ill., and C. M. 
School, 4008 Garrott Street, Houston, 
Texas. 





H. A. Thrush & Co. Use 
Auto Trailer to Exhibit 


The accompanying illustration shows 
the trailer display unit belonging to H. 
A. Thrush & Co., Peru, Ind., which is 
making a tour of the United States. 
The trailer display unit has been on 
the road since last February and has 
been exceptionally well received in the 
territories that have been visited. 

The trailer is an elaborate unit, con- 
taining a complete display of the com- 
pany’s line of accessories. It also con- 
tains one of the company’s flow control 
systems under operation and the line 
of circulators of the company’s manu- 
facture are also displayed so that they 
may be operated. 

The trailer is a self-contained unit 
with its own power plant. It contains 
seating accommodations for twenty-five 
men for sales conferences and sales 
promotion talks. As the trailer moves 
into each new district, the company’s 
direct sales representative in that par- 
ticular territory is picked up and con- 
tacts are then made with members of 
the trade, wholesalers and boiler and 
radiator manufacturers, who are the 
Thrush company’s distributors. 

“We have found this a marvelous 
means of sales education and a medium 
of instruction for the various people 
selling our accessories,” said Lewis H. 
Dietz, sales manager of the company, 
in commenting on the plan. “We are 
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The auto trailer display of H. A. Thrush & Company of Peru, Ind. 
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cooperating closely with the Federal 
Housing Administration, and in partic- 
ular with its program of modernization, 
from which we have derived valuable 
benefits and assistance.” 

At the present time the display unit 
is in the New England territory. It 
will soon move west through New York 
State and then to Pittsburgh, Cleve- 
land, Detroit, Chicago, Milwaukee and 
St. Paul. 





American Radiator Co. 
Opens New Display Room 


More than 1,000 persons attended the 
opening of the new offices and show- 
rooms of the American Radiator Com- 
pany at 528 Ferry Street, Newark, 
N. J., on June 7. 

Representatives from all branches of 
the industry were present to congratu- 
late Walter F. Johnson, manager, in- 
spect the building and displays and 
partake of refreshments furnished by 
the company. Incidentally, it marked 
Mr. Johnson’s first anniversary of his 
return to Newark as manager. 

Among the officials of the American 
Radiator Company present were: A. R. 
Herske, vice president and general 
sales manager; M. D. Rose, vice presi- 
dent and Eastern sales manager; W. H. 
Emory, manager of the New York 
branch; J. B. Beirn, assistant manager 
of the New York branch; John H. Rob- 
erts, general manager of the Copper 
Division, and J. D. Brophy, Eastern 
sales manager, Arco Vacuum Division. 

Those in charge of the various de- 
partment displays were: J. D. Brophy, 
Areo Vacuum Division; C. W. Norby, 
Thrush Division; C. A. Sheppard, Mc- 
Donnell & Miller; G. A. Dun, Taco 
Heaters, Inc.; E. H. Ruppert, Excelso 
Products Corp.; H. H. Chaplin, copper 
pipe; F. Campbell, controlled heat; 
Mrs. R. F. Carton, Vinco; W. A. Caw- 
ley, C. F. Church Mfg. Co., and Brad 
Wynn, Standard Sanitary Mfg. Co. 





Will Manufacture 
Steam Specialties 

National Boiler Improvement Com- 
pany, Inc., of 2321 Fourth Street, N. E., 
Washington, D. C., was recently incor- 
porated to manufacture and distribute 
boiler room equipment and steam spe- 
cialties. The president, C. Gibson Ford, 
was for a number of years with H. W. 
Johns-Manville, during which time his 
work took him to various foreign coun- 
tries throughout the world. Claude W. 
Owen, vice-president, and W. C. Hanson, 
secretary and treasurer, are both officers 
of E. G. Schafer Company, wholesalers 
of plumbing and heating supplies, of 
Washington, D. C. The company has 
secured the United States rights for a 
German product which is used to re- 
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place the conventional gasket and as an 
acid resisting coating. The company 
will also market a vibration or shock 
eliminator for various types of gauges, 
and a mechanical device for remov- 
ing scale and foreign substances from 
boilers. 








Jobbers from Philadelphia 
Visit Eastern Foundry Co 


On Wednesday, June 5th, the East- 
ern Foundry Company and Peerless 
Heater Company Division, Boyertown, 
Pa., entertained members of the Quaker 
City Jobbers’ Association of Philadel- 
phia on an inspection tour of their 
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Top row, left to right: Jos. Fritz, Benja- 
min Frederick, vice president, Geo. Har- 
berger, sales manager, E. M. Rhoades. 
president, all officers of the Eastern Foun- 
dry Co., Boyertown, Pa.—Center row: Al 
Lentz, Peerlesss Penna Company, Phila.; 
John Doody, Fisher Bros., Phila.; Rufus 
Palmer, Penna. Range Boiler Company, 
Phila. : John Rooney, Thos. Savill & Sons 
Company, Phila.—Bottom row: Jack Gross, 
director, Herman Kuehner, secretary, Clem 
Seay, president, David Schruel, director, 
all officers of Quaker City Jobbers’ Asso- 
ciation 


plant. Joseph L. Fritz and Ralph 
Sproul, Philadelphia representatives of 
this company, arranged for the jobbers’ 
transportation by bus to Boyertown, 
where they were greeted by E. M. 


Members of the 
Quaker City Job- 
bers’ Association of 
Philadelphia on a 
recent visit to the 
plant of the East- 
ern Foundry Co. 
and Peerless Heater 
Co. Division, Boy- 
ertown, Penna. 
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Rhoades, president, B. W. Frederick, 
vice-president and general sales man- 
ager, and George Harberger, assistant 


general sales manager, and Harry 
Trout, plant manager. 

The jobbers were then conducted 
through the plant where the manufac- 
ture of soil pipe and fittings, boilers, 
tank heaters, etce., was described to 
them in its various stages. After the 
tour of the plant, quoits, cards and a 
ball game were played and _ refresh- 
ments served. At six-thirty the group 
was conducted to Hill Church Hotel 
where dinner was served. Mr. Rhoades, 
Mr. Frederick and Mr. Harberger all 
spoke after the dinner and Clem Seay, 
on behalf of the jobbers, thanked the 
Eastern Foundry Company for a most 
educational and pleasant trip. Herman 
Kuehner also spoke. 

The event was attended by thirty- 
eight jobbers. 





Elected President of 
Greenfield Tap & Die Corp. 
Col. Frederick H. Payne, chairman 
of the board of directors of the Green- 
field Tap & Die Corporation of Green- 
field, Mass., has been elected president 
of that concern to succeed Charles N. 
Stoddard, who is resuming his law prac- 
tice. Donald G. Millard of New York 
City was elected chairman to succeed 
Col. Payne. Other officers elected are: 
Vice Presidents, Francis A. Smith and 
W. Beltran du Mont; assistant treas- 
urer, L. W. Graham; secretary, Francis 
A. Smith. 





Penn Electric Switch Co. 
Holds Sales Conference 


Members of the sales and engineering 
forces of the Penn Electric Switch Co., 
Des Moines, lowa, recently held a five- 
day sales conference. The meeting was 
attended by sales and engineer repre- 
sentatives from each of the company’s 
branch offices. 

The opening session of the conference 
was devoted to a thorough schooling in 
modern business and sales practices 
and was conducted by Victor Hugo Cole- 
man, business counsel from New York, 
Chicago and London. Plans call for co- 
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ordination of sales and engineering 
forces in each department. 

Ralph Penn, treasurer, conducted a 
discussion of the development of air 
conditioning and refrigeration on the 
Pacific Coast, and the demands upon 
automatic controlling systems to meet 
the new requirements. Two days were 
spent in a study of many new controls 
which the company plans to put on the 
market. 

During the closing session, Nelson 
Delavan, sales manager, announced the 
company’s advertising and sales pro- 
gram for the year. An extensive busi- 
ness magazine campaign will be used 
this spring, summer and fall, backed by 
a new series of dealer meetings on heat 
controls. 








Appointed Sales Manager of 
Plumbing Sales Co. 


George D. Clewell has just been ap- 
pointed sales manager of the Plumbing 
Sales Company of 3858 North Western 
Avenue, Chicago, which has been con- 
ducting a plumbing and heating spe- 
cialty business in that city for more 





George D. Clewell 


than 22 years. Mr. Clewell has been 
connected with the plumbing and heat- 
ing industry for the past fifteen years, 
having been associated with the Bor- 
den Company, now Beaver Pipe Tools, 
Inc., of Warren, Ohio, for that length 
of time. He is thus well fitted for his 
new duties. 





Will Manufacture 
Iron Pipe Fittings 
The Toledo Fitting & Manufacturing 
Co., Toledo, Ohio, is the name of a new 
company that has just been incorporated 
to manufacture malleable iron pipe 
fittings. The new company will be in 
production on July 1, it is stated. James 
C. Doyle, who has been connected with 
the plumbing and heating industry for 
approximately thirty years, is general 
manager of the new company. 
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Stable Governmental Policy Would 
Insure Better Business, Kohler Says 


More than 250 delegates to the Na- 
tional convention of the American In- 
stitute of Architects and the Producers’ 
Council visited the village of Kohler, 
Wis., and the Kohler Co. plant. The 
convention was held in Milwaukee re- 
cently. 

The program included a luncheon at 
Recreation Hall, concert by the Kohler 
band, inspection of the Kohler Co. show- 
room and a trip through the factory, 
tour of the village, visit to Waelder- 
haus and the 1935 demonstration house. 
The party attended a reception and 
supper at Riverbend, home of Mr. and 
Mrs. Walter J. Kohler. 

Mr. Kohler, as guest of honor at a 
joint luncheon of the Producers’ Council 
and the A. I. A. in Milwaukee, spoke 
on housing problems. 

“There can be no genuine and sus- 


tained recovery from the depression un- 
til there is a decided improvement in 
the construction industry, particularly 
in the residential field,” Mr. Kohler 
stated. He estimated that 40 per cent 
of the unemployment in goods produc- 
tion is in the building field. “A re- 
sumption of normal building activity 
would directly restore probably about 
two and a quarter million persons to 
payrolls. 

“The pump that most needs to be 
primed is the pump of confidence,” he 
declared. “If Americans could _ feel 
well assured of a stable governmental 
policy, and particularly of a sound finan- 
cial policy, nothing else at this time 
could hold back their eagerness to im- 
prove their homes and businesses, start 
some activity, and put idle funds to 
work.” 


I 


Its Name Is Now the 
Furblo Company 
The Lakeside Company, manufac- 
turer of ventilating systems at 100 
Main Street, Hermansville, Mich., has 
changed its name to the Furblo Com- 
pany. 





Dismiss Government Suit 
Against Rundle Mfg. Co. 


Following the recent decision of the 
United States supreme court declaring 
the NRA unconstitutional, Judge Ferdi- 
nand A. Geiger, in U. S. District Court 
at Milwaukee, Wis., has dismissed the 
government suit against the Rundle 
Manufacturing Co., also of Milwaukee, 
which involved sales of plumbing fix- 
tures to the Sears, Reebuck & Com- 
pany, allegedly in violation of the 
plumbing fixtures code of the NRA. 

The Milwaukee plumbing fixture 
manufacturing concern had been 
charged with failure to comply with 
the code in that it sold to Sears, Roe- 
buck & Co., without observing code 
regulations. The firm argued that the 
business in question had been trans- 
acted under a contract dated in 1929, 
long before the NRA, and the new deal 
legislation could not be retroactive to 
nullify previous contracts. Judge 
Geiger had denied the government a 
temporary injunction following a 
lengthy hearing last summer and fall. 
In dismissing the suit, Judge Geiger 
directed that the government be given 
leave to file an amended complaint if 
it so wished. It was doubtful that fur- 
ther attempt would be made to press 
the case since President Roosevelt's 


order to the government to drop all 
pending cases of this type. 





Will Represent Hoffman 
Specialty Co. in N. Y. C. 
On July 1, the John G. Kelly Co., 210 
East 45th Street, New York City, dis- 
tributor in the Metropolitan New York 





N. P. Fenner 


area for the line of venting valves man- 
ufactured by Hoffman Specialty Co., 
Inc., New York City, will take over 
the sale of the balance of the Hoffman 
company’s specialties and pumps. 

For the purpose of rendering its 
wholesale customers adequate engi- 
neering service in the sale of these 
specialties, the Kelly company is estab- 
lishing a heating department, which 
will be under the direction of N. P. 
Fenner who for the past sixteen years 
has been connected with the Hoffman 
Specialty Co., Inc. 
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Koehler Rubber Co. 
Now in New Location 


The Koehler Rubber Company of 
Cleveland, Ohio, has moved into new 
quarters at 3865-69 Carnegie Avenue in 
that city. The company was formerly 
located at 1369 West 9th Street. 





Reif-Rexoil, Inc., 
Expands Its Facilities 
Reif-Rexoil, Incorporated, Buffalo, N. 
Y., has taken over a building adjoining 
its present factory and providing addi- 
tional space of 8,000 sq. ft. The new 
building will house a new finishing de- 
partment as well as stock storage and 
crating facilities. The additional space 
was necessary to provide room for new 
machinery and equipment. 





Give Party in Honor 
of George H. Lang 


Friends of George H. Lang, vice 
president in charge of sales for J. A. 
Zurn Manufacturing Co., Erie, Pa., 
gathered recently in the English Room 
of the Penn Athletic Club, Philadelphia, 
to pay him honor and to wish him well 
in his new position. 

After a delightful dinner, Mr. Lang 
was presented with a handsome wrist 
watch as a token of the esteem in which 
he was held by his old associates. 

Among those present were: J. A. 
Dwyer, Crane Co.; D. J. Keating, Keat- 
ing Enterprises; B. C. Reuter, sanitary 
engineer for the board of public educa- 
tion; C. Williams, S. Faith & Co.; R. J. 
Bulman and W. A. Bulman, of Bulman 
Bros.; Robert O. Bowen, assistant chief, 
Bureau of Housing, and Robert Burns, 
manufacturers’ representative. 





Opens Exhibit Rooms and 
Branch Office at Cincinnati 


The Whitehead Metal Products Com- 
pany has just opened exhibit rooms 
and branch office at 126 West Seventh 
Street, Cincinnati, Ohio. This branch 
is under the management of Robert J. 
Campbell. 





Appoints Representatives 
in Philadelphia and N. E. 


The Pennsylvania Range Boiler Com- 
pany of Philadelphia, Pa., has just 
announced appointments of new repre- 
sentatives in Philadelphia and New 
England territories as follows: 

Herbert T. Norton and R. E. Palmer 
will cover the Philadelphia area which 
extends from southern New Jersey 
south to Washington, D. C. They will 
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make their headquarters at the com- 
pany’s general offices and plant at 
Twenty-fourth Street and Washington 
Avenue in Philadelphia. 

E. A. Mullins, 80 Broad Street, Bos- 
ton, Mass., will cover all the New Eng- 
land States. 





Appoints New Agent 

The Babcock & Wilcox Company, 
New York City, has announced the ap- 
pointment of Horace T. Potts Co. as 
distributor of its line of steel pipe in 
the Philadelphia territory. The latter 
company continues also as distributor 
of the Babcock & Wilcox Company’s 
line of boiler tubes. 





Building Permits Make 
Gain in Atlanta 


Building permits in Atlanta Ga., have 
increased, during the three months of 
February, March and “April, from 
$131,222 in 1934 to $279,513 in 1935, or 
approximately 113 per cent. February 
permits were $46,256 as compared with 
$22,825 in 1934; March permits totaled 
$94,656 as compared with $55,015 the 
previous year, and April permits 





Above: John E. King, who was recently 
elected treasurer of Aterican Radiator 
Company. Below: Henry L. Weimer, who 
was made a vice president of American 
Radiator Company, as reported in the June 
number of “Domestic ENGINEERING” 
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reached $138,601 as compared with 
$53,382. 





FHA Sets Example by 
Modernizing Its Offices 


The Federal Housing Administration 
took over permanent quarters in Wash- 
ington, D. C., at the beginning of the 
year, moving into the eight-story and 
basement brick and steel structure for- 
merly occupied by the U. S. Department 
of Justice. The building has a total 
floor area of more than 100,000 sq. ft. 

The building was erected for the De- 
partment of Justice in 1919 at a cost 
of approximately $400,000. In order to 
make the building acceptable to the 
Federal Housing Administration a to- 
tal of $250,000 was spent in moderni- 
zation and repair, according to the 
private corporation that owns the prop- 
erty. 

The heating plant was replaced and 
an air-conditioning system which pro- 
vided for both hot and cold air con- 
ditioning installed. In addition, a mod- 
ulation system was installed, having 
outside and inside thermostats regulat- 
ing steam pressure in the heating plant 
as the weather and interior tempera- 
tures varied. 

All plumbing fixtures and connections 
were replaced, as was also the electric 
lighting system. Even the current was 
switched from the former D. C. to A. C. 

All interior surfaces and the exterior 
woodwork (windowsash) were painted 
at a cost of $20,000. The plastered 
surfaces were redone throughout and 
new partitions installed in every room 
that was not divided by permanent 
partitions that formed a rart of the 
building proper. 

The antiquated elevator system was 
replaced by three high speed cars of 
the newest self-levelling type. 

Roofing repairs were made and new 
copper gutters and downspouts in- 
stalled. The wooden outside doors and 
trim were replaced by those of mod- 
ern ornamental bronze. As a final 
touch, the building exterior was given 
a cold steam bath, and the grass plots 
in front of the building are being re- 
planted and landscaped. 





Household Appliance Sales Rise 


From the Edison Electric Institute 
comes figures to show how household 
appliances are boosting the sale and 
consumption of _ electricity. Electric 
water heaters, refrigerators, ranges, 
radios and other major appliances now 
total up a bigger load than electric 
lights in the home. Electric water 
heaters and radio consume nearly the 
same amount of kilowatt hours. 








Yong OY he ite X . 
i MRE 


4 
% 
! 
‘. 
i 
& 
Le 











July, 1935 


Obituaries 


Robert L. Ottke Dies 
After Long Illness 


Robert L. Ottke, vice president in 
charge of brass sales, of the Standard 
Sanitary Mfg. Company, Pittsburgh, 
Pa., died Friday, June 14th, at his home 
in Fox Chapel Manor, Aspinwall, Pa. 
His death, in his 46th year, occurred 
after continued illness following an 
injury received in an automobile acci- 
dent the early part of the year. He had 
been associated with Standard Sani- 
tary Mfg. Co. since August 22, 1910. 
Starting in the position of brass foun- 





Robert L. Ottke 


dry clerk at the Louisville factory, he 
held successively the positions of spe- 
cial brass goods salesman, manager of 
brass goods department, and vice presi- 
dent in charge of brass sales. He was 
elevated to the latter position in 1931 
and served in that capacity until his 
death. Mr. Ottke was well known to 
brass manufacturers, wholesale distrib- 
utors, and the plumbing trade in gen- 
eral and enjoyed his association with 
them, and they had a high regard for 
his judgment and suggestions. He was 
a member of the Metropolitan Club of 
Pittsburgh and the Pittsburgh Field 
Club. His widow, a son, and two daugh- 
ters survive him. 


Alexander Harper 


Alexander Harper, president of Bris- 
tol Brass Corporation of Bristoi, Conn., 
died June 4 at his home in Farming- 
ton, Conn., in his 58th year. Mr. Har- 
per was a native of New Britain and 
a graduate of Sheffield Scientific School, 
New Haven, in 1898. He entered the 
employ of American Silver Co., Bristol, 
which later became a subsidiary of the 
Bristol Brass Corporation. In 1911 he 
became general manager of the com- 
pany and in 1924 was elected president, 
serving until his death Mr. Harper 
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was a director of the Bristol Bank & 
Trust Company and the Acme Wire 
Co., New Haven. He is survived by 
his wife and four sisters. 


Lawrence J. Minor, Jr. 

Lawrence L. Minor, Jr., director and 
sales manager of Spang, Chalfant & 
Company, Inc., Pittsburgh, Pa., died on 
May 29, in Pittsburgh, from injuries 
suffered in an automobile accident a 
few days previous. 

Mr. Minor was born in Uniontown, 
Pa., on June 19, 1887, and received his 
college education at Virginia Military 
Institute. He became identified with 
the steel industry at the age of twenty- 
two years when he went to Pittsburgh 
and entered Spang’s employ. Practi- 
cally his entire business life has been 
spent with that firm, working his way 
up from the mill to the position held 
at his death. 


Homer D. Coleman 


Homer D. Coleman, president of the 
Consolidated Brass Company of Detroit, 
Mich., died at his home in that city on 
Tuesday, June 18, in his 61st year. Mr. 
Coleman was elected president of the 
American Lubricator Company in De- 
troit in 1913, and was made president 
of the brass company a short time later. 


J. Roy Andrews 


J. Roy Andrews, sales engineer for 
Johns-Manville for the last 25 years, 
died recently at his home in Hinsdale, 
Ill., in his 62nd year. Previous to his 
connection with Johns-Manviile, Mr. 
Andrews was secretary of the Andrews 
& Johnson Company. His widow, a son 
and a sister survive him. 





A Proposed American Standard 


for Plumbing Traps Has 
Been Completed 


A proposed American Standard for 
Traps for use with plumbing fixtures 
and installations has recently been com- 
pleted by Subcommittee No. 5 of the 
Sectional Committee on the Standard- 
ization of Plumbing Equipment. This 
proposed standard is now being dis- 
tributed to the industry for criticism 
and comment. Copies are available on 
application. All communications should 
be addressed to C. B. LePage, assistant 
secretary, The American Society of 


Mechanical Engineers, 29 West 39th 
Street, New York, N. Y. 
The ‘standardization of plumbing 


traps is one of the nine subdivisions 
of the project assigned to the Sectional 
Committee on Plumbing Equipment, of 
which William C. Groeniger is chair- 
man. This committee was organized 
under the procedure of the American 
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Standards Association in 1928 with 
The American Society of Sanitary En- 
gineering and The American Society 
of Mechanical Engineers as joint spon- 
sors. 








HOLC Improves Many Homes 
in Five Southern States 
Contracts have been let by the Home 
Owners’ Loan Corporation for the re- 


conditioning of dwellings in the five 
states of Alabama, Florida, Georgia, 
North Carolina and South Carolina 


amounting to $7,714,201, it has been 
announced by officials of the corpora- 
tion. Principal items included replace- 
ment of plumbing and heating equip- 
ment, painting, roofing, chimney and 
foundation work. More than _ 36,000 
homes had been put in repair by May 1, 
it was stated. 
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Cites Growing Public 
Interest in P. and H. 


“At no time in our experience have 
we seen so great an interest taken in 
the matter of better and more efficient 
plumbing and heating devices and in- 
stallations,” says F. E. Weaver, vice 
president in charge of sales of the 
American Brass Company, Waterbury, 
Conn. 

“All indications point to a decided 
growth and expansion in the demand 
for the best plumbing and heating ma- 
terials,” Mr. Weaver declares. 

With reference to modernization, Mr. 
states that important changes 
place in the character of 
service water supplies in many cities 
and a rehabilitation of much of the 
plumbing in city establishments has 
become necessary. 

“Undoubtedly the 
shortage is steadily mounting, especi- 
ally in suburban and rural districts,” 
Mr. Weaver said in explaining why the 
twenty-year loan 5 per cent plan of 
the Federal Housing Administration 
should result- in a considerable volume 
of new construction. 


Weaver 
are taking 


residence house 





Reynolds in Home Field 


Another large American financial 
group is entering the residential mar- 
ket. This is the Reynolds interests, 


best known from their leadership in the 
tobacco industry. A few days ago, they 
purchased a company with plant capac- 


ity for making boilers, radiators and 
enamel ware. Previous purchases of 
direct interest to our industry had 


taken over firms making insulation and 
temperature controls. Reports are that 
the Reynolds people will interest them- 
selves in large scale, low cost housing. 
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In a Personal Way 


W. Keith McAfee, president of the 
Universal Sanitary Manufacturing Com- 
pany of New Castle, Pa., has been 
awarded the professional degree of 
Ceramic Engineer by the New York 
State College of Ceramics at Alfred Uni- 
versity, Alfred, N. Y. The degree was 
conferred upon Mr. McAfee at the Uni- 
versity’s 99th commencement exercises 
on Monday, June 10. 


M. F. Stack, manager of the Atlanta, 
Ga., office of the American Radiator 
Company, has been transferred to the 
main office of the company in New 
York City. He is succeeded by John 
Rogers, Jr., who was transferred to 
Atlanta from the Richmond, Va., office 
of the company on July 1. 


John C. Latimer has been appointed 
district sales manager in the Chicago 
territory by the Central Tube Com- 
pany, Pittsburgh, Pa. Mr. Latimer has 
recently been representative of the Eljer 
Co., Ford City, Pa., in the Chicago ter- 
ritory, and prior to that was president 
of the Latimer-Lloyd Co., Evanston, IIl., 
plumbing and heating wholesale con- 
cern. 


James McAlear, president of The Mc- 
Alear Mfg. Co. of Chicago, was recently 
married to Mrs. Alfred Walsh, a mem- 
ber of one of the pioneer families of 
Chicago, daughter of the late John W. 
Garvey. They are now on an extensive 
wedding journey through Continental 
Europe, on which they will visit Ice- 
land, Norway, Sweden, Denmark, Rus- 
sia, Switzerland, Germany, France, Aus- 
tria, Belgium and England. 


George T. Duncan, 99 Fort Hale Road, 
New Haven, Conn., has been appointed 
representative of Perkins & Colter Co., 
Boston, Mass., in Connecticut and west- 
ern Massachusetts in the sale of hot 
water heating systems and in eastern 
Connecticut and western Massachusetts 
in the sale of air valves. Mr. Duncan 
was formerly manager of the New 
Haven branch of Pierce, Butler & 
Pierce Mfg. Corporation. 


H. Berkley Hedges, who has been 
connected with heating and ventilating 
industry since 1914, has joined John J. 
Nesbitt, Inc., Holmesburg, Philadelphia, 
Pa., as manager of industrial sales. In 
1924 he was appointed New York dis- 
trict manager for the York Heating 
and Ventilating Corp., Philadelphia, 
and served in that capacity and as a 
director of the corporation until its 
merger, in 1931, with the Carrier Engi- 
neering Corp., Newark, N. J. Mr. 
Hedges has been a member of the 
American Society of Heating and Ven- 
tilating Engineers since 1919. 


Don D. Smith has resigned as vice 
president and general sales manager of 
the Richmond Radiator Company, New 
York City, to accept an appointment as 
director of sales of the plumbing ware 


division of the Briggs Manufacturing 


Don D. Smith 
Company, Detroit, Mich., it was an- 
nounced recently by John A. Callahan, 
general manager of the division. Mr. 
Smith will direct all sales activities 
for Briggs’ plumbing ware. 


Edward Henry de Neveu, 
of the Sanitary Department of Crane 
Company of Paris, France, has just re- 
cently been made a member of the 
Order of the Legion of Honor for his 
efforts in strengthening the bonds of 
friendship between France and the 
United States. He is an active mem- 
ber of numerous societies whose aims 
are to establish closer ties between the 
two nations. Among these _ societies 
are: The French-American Commit- 
tee, the American Legion, the Associa- 
tion of Voluntary Americans in the 
French Army, and the French Branch 
of the Society of the Sons of the Amer- 
ican Revolution, of which he is one of 
the founders. Mr. De Neveu also was 
one of the promoters of the educational 
tour of French master plumbers to the 
United States in 1931, which proved so 
successful and enjoyable in every re- 
spect. 


John B. Cameron has been appointed 
to the field sales force of the Permutit 
Company, New York City. Mr. Cam- 
eron will make his headquarters in 
Milwaukee, Wis., and will cover Wis- 
consin and the upper peninsula of 
Michigan. 


Charies W. Daniels has been ap- 
pointed general sales manager for the 
Harnischfeger Corporation, Milwaukee, 
Wis. Mr. Daniels has been associated 
with the corporation for many years 
and most recently was in in charge of 


manager 
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the Philadelphia office. He is succeeded 
in Philadelphia by L. M. Stout, who 
has been named district manager. 


James A. Worsham, general sales 
manager of the Decatur Pump Company, 
Decatur, Ill., addressed the Sales Man- 
agers’ Bureau of the Chamber of Com- 
merce at St. Louis, Mo., at a recent 
meeting. His subject was “101 Ways to 
Increase Sales.” 


J. Brooks Nichols is now general 
manager of the United States Radiator 
Corp., Detroit, Mich. He had pre- 
viously been active with this company 
so that he takes up his new position 
with a background both with the com- 
pany and in the industry. 


Amos Bartlett, for many years man- 
ager of the Boston, Mass., branch of 
B. F. Sturtevant Inc., has been 
made manager of the company’s heat- 
ing, ventilating and air conditioning 
division and has been transferred to 
the main office at Hyde Park, Mass. 
George P. Dixon, manager of the com- 
pany’s San Francisco branch, has been 
manager of 


Co., 


transferred to Boston as 


that branch. 





John E. Slattery 
Retires from Business 
John E. Slattery, one of the 
known men in the plumbing and heat- 
ing supply business in New England, 
has recently retired, after having been 
identified with the industry for nearly 
two score years. Mr. Slattery has been 
for the last thirty vears connected with 
the Boston office of Crane Co., and for 


best 


Slattery 


John E. 


preceding was with Thomas 
and Manufacturing Com- 
pany of Boston. He joined the Crane 
force when that company purchased the 
Thomas Hoey concern and made it the 
nucleus of its Boston branch. Starting 
as a bookkeeper, Mr. Slattery went 
through the office positions to that of 
credit manager and became branch man- 


six years 


Hoey Supply 
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ager on June 1, 1918, succeeding E. C. 
Townsend, when Mr. Townsend went to 
Montreal. After fourteen years as man- 
ager, he returned to his favorite work 
and became credit manager, being in 
charge of the credits for the entire New 
England district. 

Mr. Slattery has been active in trade 
association activities for many years. 
He was a member of the trade relations 
committee dealing with the Heating, 
Piping and Air Conditioning Contrac- 
tors Boston Association for years and 
also served as an advisory member of 
the board of directors of that group. 
He is chairman of the finance commit- 
tee of the Federal Housing Board in 
Boston and also serves as treasurer of 
that committee. His interest in the 
building business prompts him to retain 
these honorary positions. 





Appointed Warehouse Dis- 
tributor at Brooklyn 


W. J. Clarke, vice president in 
charge of sales of Republic Steel Cor- 
poration, Youngstown, Ohio, has just 
announced the appointment of Atlas 
Supply Co., Inc, 35-39 Woodward Ave- 
nue, Brooklyn, N. Y., as warehouse 
distributors of  rust-resisting iron 
sheets made by the former company. 
The new distributor will maintain a 
complete stock of sheets. 





Metal Prodvccts Golfers 
Hold May Tournament 


The New England Metal Products 
Golf Association held its May meet at 
the Wachusetts Country Club, Worces- 
ter, Mass., on the 16th. Special prizes 
were distributed, consisting of silver- 
ware, 

The prize winners and their net 
scores follow: Walter Rice, 73; J. H. 
Mullen, 79; Stanley Cady, 80; George 
Eagen, 80 and William Hayes, 81. 

Among the guests were: R. C. Moffett, 
boiler & radiator division, Crane Co.; 
John H. Allen, Worcester, branch man- 
ager of Crane Co.; Ward Weller, Adir- 
ondac Steel Corp., and R. T. Browne. 

William Arnold Abbott, Monroe Co., 
Boston, was elected to membership. 
President Robert McKeown announced 
that this closed the membership in the 
association until such time as a vacancy 
may occur. 

Seores for the afternoon round fol- 
low: 


G. H., N. 
ee ED « wk. on 4% tds caw 96 8 88 
a ie + wins one eee bm 96 16 80 
i ces ee weeawe 101 16 85 
ee hae e esa ee 121 27 94 
Af | rae 108 22 86 
Ws ee A Ko er ccesecba 111 21 90 
M. J. Chamberlain....... 115 16 99 
a ae eR ee 88 6 $2 
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George Elliott .......... 112 15 97 
William Hayes ......... 90 3 87 
eee 96 3 93 
a “0d oe) é OW beeke Kee 89 1 88 
RD oe ad es ao he tn Ge 91 s 83 
OO 106 21 85 
ff ..  .. rrerperrr. 92 19 73 
as WE Sue heen eres 109 19 90 
ae Oe er ee ee 90 1 89 
ig ES, Sok or oh i os en hs ewe 104 9 95 
Ses SD oc ok stacker 109 19 90 
Pe Bey ERs oc tavern hove 103 24 79 





San Francisco Club 
Enjoys ‘‘Marine’’ Tourney 

The words “a grand party” were writ- 
ten all over the verdict rendered by the 
golfers of the San Francisco Plumbing 
and Heating Club at the conclusion of 
their monthly tournament held at 
Sharp’s Park, May 23. This get-together 
had a distinctly marine twist, what with 
playing along the very edge of the Pa- 
cific and dining on succulent steaks 
while gazing at the tumbling ocean, not 
fifty yards away. 

After rounding the generously trapped 
course, it developed that R. J. Fuite was 
low man in Class A, while Frank 
Mosher accumulated like honors in 
Class B. High gross award of the iron 
cup went to R. P. Olsen. Charles Hig- 
gins and W. P. Wooldridge tied for the 
blind bogey prize. The tie for final 
possession of the Church trophy, result- 
ing from last month’s play, was broken 
in favor of Jack Camp. 

Club members and their friends are 
eagerly anticipating the June tourna- 
ment at the Crystal Springs club, which 
will feature the annual midsummer 
barbecue. Next to the Christmas Hi- 
Jinx, this is rated the club’s biggest 
party of the year. Names of the new 
officers and three new members of the 
board will be announced at that time. 


NS a aig es head V4 

re rar a 88 10 78 
a a es 90 17 73 
Pe "isa svavesaanes 95 20 75 
EY. ob Ge 64 6 8 ove ewe 103 22 81 
SS ot ok oie ela a ae 19 68 
IE, cia in A aiale ti i8 ap cls Gy rac alee bE Guest 88 
no eh ae oh wa ee he wl 16 85 
gOS eumpnee, 7 91 17 74 
DP cncteeteindecees 97 17 80 
 scipieedewsmbaawed 107 24 83 
Dn coebs bene e heal 117 Guest 117 
ee ee u'ewa-a dark Gel 86 13 73 
i <choens oe bub abe“ 102 17 85 
DE <5 ees és suded ened 102 20 82 
nk ss on oh bbw de 93 11 82 
nD cece tsuerves 99 20 79 
bibs 4d oS eee 116 28 SS 
NR ee oe es ead 2 15 67 





New England Golfers 
Hold First Tournament 


The New England Heating Trades 
Golf Association held its first meet of 
the year recently at the Unicorn Coun- 
try Club, Stoneham, Mass. 

The annual business meeting and 
election of officers took place following 
dinner. 

The following members were elected 
to office for the coming year: President, 
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Arthur Klanower, J. S. Cassidy Co.; 
vice president, John G. Ross, Republic 
Steel Corp.; secretary, Walter Oleson, 
manager, Heating, Piping and Air Con- 
ditioning Contractors Boston Associa- 
tion; treasurer, Harold Buse; handi- 
capper, Fred Scott, Atlantic Pipe and 
Supply Co.; and team captain, Edward 
Dunn, Crane Co. 

The retiring president, Frank Tuttle, 
who completed a two-year term as head 
of the association, was presented with 
a wrist watch as a token of apprecia- 
tion. 

A. T. Papineau of Domestic ENGIN- 
EERING, was the winner of the 1934 
President’s Trophy and was awarded a 
silver serving tray. 

The prize winners for the day were, 
in the order of their placement: R. B. 
Crocker, John Milliken, E. T. Keefe, 
Henry Lynch, Edward Dunn and Clint 
Bashuick. 





Western Trade Golfers 
Meet at Bob-O-Link 


The Western Trade Golf Association 
held its regular monthly tournament 
at the Bob-O-Link Golf Club at High- 
iand Park, Ill., on Thursday, June 13, 
with a good attendance. 

The prize winners of the day were 
as follows: 

In Class AB: First prize, Thomas 
Brown, 88-16-72; second prize, W. A. 
Taylor, 90-15-75. 

Class C: First prize, J. E. Walsh, 
98-23-75; second prize, J. E. Quinn, 
96-20-76. 

Class D: First prize, Louis Naro- 
wetz, 102-26-76; second prize, R. Weeks, 
107-25-82. 

Blind bogey for members, Jack Kiely. 

Blind bogey for guests, T. J. McGuire. 

Heating and Ventilating blind bogey, 
H. G. Thomas. 





S. W. Trade Golfers 
Hold Second Tournament 


The Southwestern Trade Golf Asso- 
ciation of Kansas City, Mo., recently 
held its second tournament of the sea- 
son at the Victory Hills Golf Club near 
that city, and it was a pleasant success. 

The prize winners and their scores 
were as follows: 

Class A: Carl Smith, 73-6-67; W. J. 
Liggett, 82-9-73; H. H. Wright, 88-12-76. 

Class B: John Karges, 91-19-72; F. 
QO. Piepenbring, 89-14-75; M. M. Rivard, 
92-13-79. 

The unusual part of Carl Smith's 
game was the fact that he had a 31 on 
the last nine. Included in this was 


eight 1-putt greens, and one 3-putt 
green. This 31 for nine holes is one 
of the lowest scores that has ever been 
shot on this golf course. 
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SHE COMPLAINED BECAUSE 


PROGRESSIVE 
ROTATION 


WAS TOO QUIET 





And the Depression Is Over for Another Silent Glow Dealer 











When customers kick because an oil burner is noisy— Here, for example, is one Silent Glow dealer’s experience. 
that’s old stuff. But when they complain because a burner A few days after installing his first Progressive Rotation 
is too quiet—that’s news. job, the customer called back to say she “thought you 

could hear these oil burners go on and off. How do I 


(1) know it is on?” Was this complaint worth money? You 
bet it was! Within a few days two more jobs were sold 
and the dealer now declares, “‘as far as I am concerned, 
the depression is over. I'll have 50 of these in by the 
end of the year.” 


2) 


Progressive Rotation is the only principle ever developed 
for gun-type burners that insures both silent operation 
and perfect mixture of oil and air. It is an engineering 
fact that burners with old-fashioned turbulators must 
sacrifice quiet for efficiency—or efficiency for quiet. By 
using a rifled air-tube in place of turbulators, Progressive 
Rotation solves two problems at once. It provides far 
greater efficiency of combustion, and a degree of silence 
previously unknown. Mail the coupon today for full facts. 


SILENT GLOW 
OIL BURNER CORPORATION 


FACTORY : BRANCHES: 
HARTFORD, CONN. BOSTON, CHICAGO 





The Burner of Tomorrow—Silent Glow Model 890 i | 
Silent Glow Oil Burner Corp. 
: : ; ; Hartford, Conn. Dept. DE 7. 
Progressive Rotation produced by rifled air tube (8) pro- Please send me at once the complete story on Progressive Rotation. 
vides you with a 69% greater flame travel than other gun-type 
burners of the same dimensions, thus providing an opportunity 
for the oil to burn completely. Greater efficiency and economy bees 
are obtained with no unconsumed oil or wasted heat disappear- 


ing up the smoke pipe. City 
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Will Play for Softball 
Championship July 13-14 

The playoff for the softball cham- 
pionship in the Plumbing and Heating 
Industries League Association will be 
held at Litsinger Park, Chicago, on July 
13 and 14. The above association is the 
permanent organization formed from 
the Plumbing and Heating Jobbers As- 
sociation, which was organized several 
months ago by J. G. Gregory & Com- 
pany, Chicago. The Gregory Cup will 
be awarded the winner of the playoff. 

The Plumbing and Heating Industries 
League Association has arranged a 
sports schedule to include bowling and 
basketball in addition to softball dur- 
ing the coming year. 

J. G. Gregory is president of the as- 
sociation. The other officers are W. B. 
Robinson, American Radiator Co., vice 
president; L. J. Devlin, Pincus & Schul- 
hof, treasurer, and R. C. Marsh, J. G. 
Gregory & Company, secretary. The ex- 
ecutive committee is composed of Mr. 
Robinson, chairman; Mr. Gregory, M. 
L. Karpen of Miller Supply Co., and D. 
A. Canavan of Crane Co. 

Following is the standing of the 
teams in the softball league: 


Team Won Lost 
Cree SY «on ce sted sens i ] 
i ee, ee ee ee 4 1 
Pincus & Schulhof.......... 3 l 
J. G@. Gregory & Company... 3 2 
American Radiator Co...... 2 3 
U. S&S Madtiater Ceorp...ccecce- 2 3 
Standard Sanitary Mfe. Co... 0 3 
Davies Supply Co........... 0 4 





Delaware Valley Golfers 
Hold Annual Meeting 


The Delaware Valley Trade Golf As- 
sociation held its annual spring meet- 
ing at the Trenton Country Club, Tren- 
ton, N. J., on May 24. It was a great 
golf day and a large crowd attended. 

At the business meeting in the eve- 
ning, following the dinner, Charles P. 
Hackett ot Pierce, Butler & Pierce Mfg. 
Corp., Philadelphia, was reelected presi- 
dent of the association; A. V. Gemmill, 
of Speakman Company, Wilmington, 
Del., was elected vice president; H. J. 
Kleinman, Philadelphia manager of 
Central Tube Co., was reelected secre- 
tary-treasurer and S. John Radice of 
Trenton Potteries Co., and Crane Co., 
Chicago, was elected captain. 

The following names were presented 
for membership and were referred to 
the membership committee for action: 
Harold Peace, Stockham Pipe & Fit- 
tings Mfg. Co., Birmingham, Ala.; An- 
drew Scharnag!l and Geo. R. Duncan, 
both of J. D. Johnson Co., Camden, N. 
J.:; A. W. Hale, Phelps Dodge Copper 
Products Corp., New York City, and 
Charles G. Wall, Josam Mfg. Co., Phila- 
delphia. 
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In the morning round consisting of 
nine holes the first prize was won by 
Russell Kleinman and the second prize 
by Wilson Tyler. The prize winners in 
the afternoon round, consisting of eigh- 
teen holes, were: 


Name Gross H’cap Net 
, SOM MeO cc ccccounse 93 18 75 
James A. Dwyer ........ 93 18 15 
i. i POs cveceke nevi 98 18 80 
_. Se ? | ree 100 20 80 
Charles Hackett ........ 106 24 82 
a CD: 6-0-0 bu bee 009 4 0% 96 14 82 
Se ee. og cewehedke 102 20 2 
peek Se t 6 cave ten wn 108 25 83 
i - .o6 6600 kK DEO 98 14 84 
me ST Pree rrerr 95 10 &5 
E. L. McWhorter........ 103 18 85 
i oo és wa aes 8% bes 103 16 87 
ry BR Pere 105 18 S7 
a ee cas cecesen 107 20 87 
2 Je 113 24 89 


Other scores turned in for the after- 
noon round follow: 


Name Gross H'cap Net 
SPER WEE cearrceececen 97 22 75 
Russell Kleinman ...... 85 S 77 
B i Tee ccc wces 113 22 91 
B, Bs MA 5 64 sc 8 ae 109 18 91 
Herman Kleinman ...... 108 16 92 
J. W. Worthington...... 113 18 95 





New Jersey Golfers 
Play Rockaway Course 


The June meet of the Plumbing and 
Heating Trades Golf Association of New 
Jersey was held at the Rockaway River 
Country Club, Denville, N. J., on June 
11. The day was ideal for golf and 
eleven members and their guests turned 
out. 

Eighteen holes were played in the 
afternoon and the following won prizes: 
Ist prize, A. Cashman, net 78; 2nd prize, 
F. Robinson, net 82; 3rd prize, H. Lee, 
net 87; 4th prize, F. Engelberger, net 
90; 5th prize, H. Baumgartner, net 96; 
6th prize, J. Miners, net 99; 7th prize, 
A. Gasewind, net 100; 8th prize, J. Bu- 
day, net 111. The guest prizes were won 
by the following: Ist ,prize, J. Macau- 
ley; 2nd prize, A. Thorpe; 3rd prize, W. 
Murphy. Mr. Cashman won his first leg 
on the cup with his net 78. 





New York P. & H. Golfers 
Hold First Tournament 


The Plumbing and Heating Golf As- 
sociation of New York held its first 
tournament of the season at Plandome 
Golf Club, Plandome, Long Island, N. 
Y., on May 28. About forty master 
plumbers and material men were on 
hand. 

Low gross score, a 76, was shot by S. 
Bramard, of Brandford, Conn., a guest. 
Thirty players qualified in the “kicker’s 
handicap” and prizes were won by J. 
Karle, George Hannon, Eugene Du- 
Klauer and Morris Jarcho. 

Officers of the association are Eu- 
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gene DuKlauer, president; Ben Fassler, 
vice president; Glenn D. Van Buren, 
secretary; Mortimer Smolka, assistant 
secretary; Karl Roberts, treasurer; 
Claude S. Coleman, assistant treasurer. 

The handicap committee consists of 
Henry Garrity, chairman, Jerry Ed- 
wards, and Fred Brutschy. 





Eastern Trade Golfers 
Hold Tournament 


The Eastern Trade Golf Association 
held its regular monthly meet on June 
18 at Siwanoy Country Club, Mt. Ver- 
non, N. Y. 

Although it rained nearly all day, a 
large crowd was on hand and most of 
them played 36 holes of golf. The bal- 
ance depended on bridge, pinochle, etc., 
for their exercise. 

After an excellent dinner the prizes 
for the day were distributed amid a lot 
of good natured bantering. 

Those who won prizes in the regular 
medal play were: Ist, Richard W. 
Myer; 2nd, John C. Kjerner; 3rd Ern- 
est G. Williams; 4th, C. H. Armstrong; 
5th, Edward Bauman; 6th, William H. 
Murphy; 7th, Herman D. Jackes; 8th, 
G. E. Olsen; 9th, T. Arthur Johnson; 
10th, T. W. Powers; llth, F. A. Mur- 
ray; 12th, Robert M. Hall; 13th, L. 
Power; 14th, Walter Davis. The guest 
prize was won by Gilbert Foster. 

Among the guests were: Messrs. 
Foster, Ryan, Smith, Coleman, Her- 
mans, Kniper, Hood, Keplinger, Ken- 
nedy, Metcalf, Farrell and Hagemeister. 

The scores follow: 


a 2 x. 
eee Ws BOPOE i cvcavoesas SO 14 66 
PC ae ee eee 80 8 732 
Ernest G. Williams ........ 96 24 %2 
, SP nc ko 0 2 he ne 82 8 74 
Edward Bauman ..........-. 104 30 7 
William H. Murphy ........ 94 #19 %5 
Herman D. Jackes ......... os. Be te 
a, SD. wane bis ce ke dee ees | i > Mit 
T. Arthur JORNSON ...6s20e% 78 2 76 
fo 2b...) Sa Perea 92 16 76 
Fe | I ar ae Si 84 = «277 
a | ee ae See 
Ri. SO ao eas a enews cep «8 87 9 78 
WEE BOGE 6 vk scwcd cies 88 10 78 
Fa a LE © ar e's Sais 4 wae 96 18 78 
ee See wk Sees © 0-5 6 101 23 78 
Harold Townsend .......... 96 17 79 
Russell Bontecou .......... 93 13 80 
Bec EE US Ore cee es ews Ss ise 
a Se nc ce tes ces 101 21 890 
Oe ee o's 5 o's kw Ol © 4 96 15 81] 
ee a rr ee 98 17 81 
een SN fo, SS ee es Cue. 99 18 81 
Ernest W. Williams ....... 100 19 81 
a, nn <a 6 Adigdieie om > 8 105 24 81 
a RR Er Pe ee 99 17 82 
so a owiehe awed a’ es 98 14 84 
i) hn % hig 6 6Ok O50 8 © 99 15 84 
Thomas M. Kellogg ....... 97 12 85 
Ree ae. Gee 6 ck aséceene 97 123 S85 
i es ol ot ae ee i O6-ee's [s4:.3. . oF 
Wemneee BEOEWGL cocccseecseen 134 45 89 
i: > rs EE eh OR bee dio ws he 114 23 91 
me Be SROCUPOMRSE 6s etc ceces 1156 24 91 
ee Ul re 112 20 $2 
SS | ae ee ee 117 20 97 
ABS i Ga Trorrr. rr 158 24 134 
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Board of Directors for 
Massachusetts Appointed 


Philip S. Bailey, president of the 
Massachusetts State Association of 
Master Plumbers, has appointed his 
board of directors for the ensuing year, 
as follows: 

Frederick A. Bliss, 
Horatio S. Bond, Hyannis; 
Cashin, Adams; William P. Brown, 
Springfield; Martin W. Dugan, New- 
buryport; Charles Kieser, West New- 
ton; Ralph E. Pierce, Leominster; Her- 
bert L. Rose, Cambridge; Maurice R. 
Sheehan, Beverly, and John E. Swen- 
sen, Arlington. 


Plymouth; 
James E. 





Missouri Appoints 
Board of Directors 

The board of directors of the Missouri 
State Association of Master Plumbers 
will be composed of the following per- 
sons for the 1935-36 term: J. S. Levene 
of Kansas City, chairman, J. N. Finch 
of Springfield, Paul Groeschel of Mar- 
shall and H. J. Enright of St. Joseph. 

Edward Monteath of St. Louis is presi- 
dent of the association and the secretary 
is Thomas Glennon, also of St. Louis. 
W. T. Conroy of Kansas City is first 
vice president. Robert C. Hunt and 
John F. Corrigan, both of St. Louis, 
are second vice president and treasurer, 
respectively. 

The above officers and board members 
were elected at the association's annual 
convention, held recently in Kansas 
City. 





‘*Modernize Kitchen’’ Bureau 


Tells 900,000 Chicagoans 


Modernize your kitchen by the instal- 
lation of a new sink! 

This is the thought which was 
brought very prominently to the atten- 
tion of the 900,000 readers of the Chi- 
cago Sunday Tribune on June 16 by the 
publication of a half a page of pictures 
showing kitchens before and after mod- 
ernizing. 

The suggestion for this layout of 
kitchen pictures originated with the 
Plumbing and Heating Industries Bu- 
reau and most of the art was supplied 
by the Bureau. A similar layout of 
bathroom pictures is scheduled for use 
in an early issue of the Sunday Tribune. 

In an early issue of the Graphic 


(Tribune magazine section) will be 
shown a page of modern kitchens in 
color, according to Norman J. Radder, 
secretary. 





Walter Klie Will Head 
Cleveland Rotary Club 


The Cleveland (Ohio) Rotary Club 
has turned to the heating industry for 
its new president, Walter Klie, promi- 
nent heating contractor, having been 
elected to head the Rotarians in Cleve- 
land during the coming year. 

Mr. Klie graduated from Ohio State 
University in 1903 with the degree of 
mechanical engineer. He went to Cleve- 
land in 1912 and has been president of 
the Smith & Oby Co., since 1913. 

He is a past president of the Heating, 
Piping and Air Conditioning Contrac- 
tors’ National Association, of the Na- 
tional Association of Building Trades 
Employers and of the Cleveland asso- 
ciation and also served his own local 
group as president. 





Slum Dwellers Plea 
for Better Housing 

As a protest against insanitary con- 
ditions and other hazards to health and 
morality in their homes, a group of 
nearly 40 slum dwellers of the 
east side of New York City made a trip 
to Washington on June 3 to put their 
plea for better housing before the gov- 
ernment. 

Langdon Post, commissioner of Tene- 
ment Housing of New York City, who 
addressed a mass meeting of the Lower 
East Side Public Housing Conference, 
of which the group is part, described 
the delegates as ‘the first articulate 
group of tenants to go to headquarters 
for better housing.” Despite the fact 
that the group, composed mostly of 
mothers, traveled to Washington by bus 
at night, they were alert and most ar- 
ticulate in describing their housing con- 
ditions at the hearing of the Wagner 
bill, which proposes an appropriation of 
$800,000,000 to create a Federal Housing 
Division in the Department of the In- 
terior. 

Some of the insanitary 
against which the group protested are 
the use of a single toilet by several 
families in one house; bathing facilities 
in the kitchens; lack of heating equip- 
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lower 


conditions 


ment; no ventilation; limited water 
supply; and extreme cases such as 
toilets in the back yards. 

Senator Walsh, committee chairman, 
after hearing the mothers’ stories of 
bad housing,, said that the houses de- 
scribed should not be allowed to exist. 
Senator Wagner said that he wished 
that “the whole Senate could have heard 
the testimony.” 

The east side group 
some of the other officials at 
ion and returned home encouraged but 
with a determination to continue its 
fight for better housing within the low- 
rental limit until action is taken. 


conferred with 
Washing- 





Philadelphia Suburban 
Masters Elect Officers 

At a recent meeting of the Philadel- 
phia Suburban Master Plumbers Asso- 
ciation, held at Drexel Hill, Pa., the fol- 
lowing officers were elected for the en- 
suing year: 

EK. N. Sharpe, Yeadon, president; R. 
L. Shank, Rosemont, vice president; 
Ross Baldwin, Drexel Hill, treasurer; 
A. J. Abel, Drexel Hill, secretary. 

The following were elected directors: 
I R. Warner White, Oakmont; Joseph 


W. H. Greene, Ardmore; Homer Fer- 
guson, Folcroft; John Bair, Devon; 
George Sykes, Bywood, and Harry W. 


Palmer, Darby. 





Albany Association 
Prosecutes Code Violators 


The Master Plumbers Association of 
Albany, N. Y.,.is taking definite action 
to prevent handy men from installing 
plumbing equipment and to stop licensed 
plumbers from doing work without a 
permit. This program was started sev- 
eral months ago when the association, 
through its president, Edward J. Daly, 
formed a law enforcement committee 
for the purpose of combating this evil. 
The local board of health, the corpora- 
tion council, the city administration and 
the journeymen’s organization are co- 
operating closely with the master plumb- 
ers association in this work. 

Splendid results have been achieved 
thus far and a number of prosecutions 
have been completed, according to Wil- 
liam A. Houseweller, the 
association. 

An unlicensed plumber was arrested 


secretary of 
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tory. 
man of industry, the Jarecki 
mark on a VALVE is an un- 
failing sign of a _ soundly 
made, uniform product. .. . 
Jarecki Manufacturing Co., 


Erie, Pa. 


JARECKI 
VALVES 
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for installing plumbing fixtures without 
a license or permit. This man was given 
a one-year suspended sentence. The fix- 
tures and rough material for this job 
had been purchased by the owner from 
a D.t.u. and had been improperly in- 
stalled. The entire job was torn out and 
the new installation was made by a li- 
censed plumber. 

A licensed plumber was arrested on 
May 29 and fined $25 for installing 
equipment without a permit and for do- 
ing the work improperly. On May 14 
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an unlicensed plumber was arrested and 
fined $5 for doing plumbing work with- 
out a permit. 

On May 29 two plumbers and a ¢ar- 
penter were arrested and fined $5. The 
two plumbers in the latter case were 
prosecuted for not having permits and 
the carpenter was prosecuted for doing 
plumbing work without a license. On 
May 31 a plumber’s helper was arrested 
for doing plumbing work without a per- 
mit or a license. He pleaded gui.ty and 
was fined $50. 





New Jersey League 
- Celebrates Fifth Anniversary 


On June 15, members of the inde- 
pendent master plumbers’ associations 
of Union City, South Bergen, Verona, 
and Clifton and members-at-large from 
Newark, Paterson, New Brunswick, 
Cliffside and Palisade, N. J., gathered 
at the Maplewood House, Greenwood 
Lake, N. J., for the fifth anniversary 
meeting of the New Jersey State 
League of Master Plumbers, Inc. 

President Charles H. Koster called 
the meeting to order after which Mrs. 
A. C. Krieger presented an American 
flag to the league on behalf of the 
Women’s Auxiliary. 

James J. Maher of Paterson, the 
league’s first president, delivered an 
address of welcome. 

The following officers were elected 
for the ensuing year: Alex H. Rover, 
West New York, president; Samuel H. 
Taylor, Paterson, first vice president; 
William Wilson, South Bergen, second 
vice president; J. H. McDevitt, Atlan- 
tic City, third vice president; George 
H. Ullrich, Union City, secretary; Ed- 
win R. Saxon, Verona, treasurer. Trus- 
tees: W. H. Gilbert, Atlantic City; 
Oswald Grissing, Verona; William Wei- 
demann, Union City; John E. DeGraff, 
Paterson; Fred Margeit, South Bergen; 
Thomas Wasniewski, Clifton. 

Atlantic City invited the league to 
meet there next year and the invita- 
tion was referred to the executive 
board. 

The following committees were ap- 
pointed to handle the business of the 
meeting: Credentials—Erwin Seitz, 
William J. Clark, Thomas Wasniewski 
and A. J. Hoffman. Auditing—-William 
Borg, S. H. Taylor and J. M. Dericks. 
Resolutions—William Wilson, William 
Borg and J. M. Dericks. Sergeant-at- 
Arms — Charles Saunders. Reading 
Clerk—John E. DeGraff. 

The Independent Master Plumbers 





Association of Atlantic City was elected 
to membership and a delegation froai 
that organization was introduced, con- 
sisting of President W. H. Gilbert, J. 
H. McDevitt, Harry Beckerman and 
Charles Cox. 

Reports were presented by the fol- 
lowing officers: President Charles H. 
Koster, Secretary John E. DeGrafl, 
Treasurer Edwin R. Saxon, First Vice 
President Samuel H. Taylor and Trus- 
tee A. J. Hoffman. 

Chairmen of the various committees 
also made reports, as follows: Advisory 
board and membership, A. C. Krieger; 
legislation, C. H. Koster; apprentice- 
ship, E. R. Saxon; auditing, S. H. Tay- 
lor; printing, John E. DeGraff, and res- 
Olutions, William Wilson. 

The following visiting delegations 
were introduced: Kings County Master 
Plumbers Association, Brooklyn, N. Y. 
—President Alex Rotker, Vice President 
Alfred Olson, Samuel Weithorn, Charles 
Clauson and Arnold Schwartz; Greater 
City Master Plumbers Association, New 
York City—President Hyman Goldman, 
Recording Secretary Max Kattler, Ex- 
ecutive Secretary Irving Kleinfeld and 
Samuel M. Rose; Passaic (N. J.) Mas- 
ter Plumbers Association—George Al- 
dous, Allan Blair, Charles Cohen, Harry 
Vogel, Sol Levenson, Steve Dinino and 
Frank Scangarello. 

John Campbell, plumbing inspector of 
Paterson was introduced to the mem- 
bers. 

Alex Rotker, president of the Kings 
County Master Plumbers Association, 
gave an interesting talk covering his 
experiences as a member of the NRA 
code authority and also telling of the 
work being done by his association. 
He advised all groups to keep in touch 
with their national and state represen- 
tatives so when legislation is needed, 
contact has already been established. 
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He urged all master plumbers to work 
together in order to keep the industry 
in a healthy condition. 

Alfred Olson, vice president of the 
Kings County association, also added 
some well chosen remarks along orga- 


nization lines. 

The officers of the Greater City as- 
sociation also were called on for talks 
and Irving Kleinfeld made the main 
talk for this organization. He said that 
a state code was needed rather than 
a national one, as every state has its 
own individual problems. He advoca- 
ted the established method of distribu- 
tion, namely, manufacturer to whole- 
saler to master plumber. 

Allan Blair and George Aldous spoke 
for the Passaic association. Mr. Aldous 
said he hoped some day to see all 
master plumbers in one large organi- 
zation. 

Resolutions were adopted incorporat- 
ing the following recommendations: 

That the state secretary should re- 
side in the same city as the president 
whenever possible. 

That the league procure copies of 
national and state legislation indexes 
provided funds for procuring same are 
available. 

That the question of collective bar- 
gaining agreements be referred to the 
executive board. 

That the secretary send copies of all 
resolutions adopted to the secretaries 
of local associations. 

That the constitution and by-laws be 
amended to provide for three vice pres- 
idents instead of two. 

That the incoming president appoint 
a committee of five to be selected from 
different locals to contact state and 
local health departments as to “physi- 
cal connections” and that wherever 
possible a survey be made of all “cross- 
connections” conveying potable water 
for domestic purposes and that all 
members-at-large shall submit to this 
state committee all information leading 
to installations contrary to state and 
local plumbing codes. 

That the incoming president appoint 
a committee on “business ethics,” this 
committee to be composed of all past 
presidents, each retiring president au- 
tomatically becoming an affiliate of the 
committee. 

A banquet followed the business ses- 
sion, with A. J. Hoffman as master of 
ceremonies. Bouquets were presented 
to Mrs. August G. Steller, retiring pres- 
ident of the Women’s Auxiliary, and 
Charles H. Koster, retiring league pres- 
ident. 

President-elect Alex Rover thanked 
the women for the flag presented at the 
morning session. 

Members of the women’s auxiliary 
met and elected new officers. The re- 
sults of the election are given in the 
Women's Section. 
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California Will Use Radio 
to Advertise Plumbing 
Appliance Sales Enhanced Through Public Utilities 


Corporation Aids. 


FHA Program Cited as 


Mighty Factor for New Business Opportunities 


With eighty-three delegates and 214 
registered members present, the thirty- 
fourth annual convention of the State 
Association of Master Plumbers of Cali- 
fornia, met in the Miramar Hotel, Santa 
Monica, May 20-24. 

Secretary Emeritus John L. E. Fir- 
man, San Francisco, bespoke the success 
of the convention in an opening address, 
through the presence of so many of the 
wives of association members. “Half of 
this audience is women,” he said, “‘and 
why shouldn't it be so, since 90 per cent 
or more of all merchandise sold is di- 
rectly influenced by the women of the 
American homes?” 

Secretary L. E. Remy’s message to the 


>. ~ 
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convention, while pointing definitely to 
many difficult problems that had beset 
the industry during the past five years, 
explained that the state has weathered 
the depression and made a wonderful 
showing. We have emerged this past 
year not only financially, but also nu- 
merically stronger, and we are forging 
ahead to greater achievements, he said. 
Mr. Remy concluded his message with 
these words: 

“There is no doubt that we are out of 
the depression and on the road to 
greater prosperity, particularly in the 
building industry. It now remains to 
combine collectively, our thoughts to 
protect our business from the unscrupu- 
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Newly elected officers, left to right: E. B. 
Brooks, board member, Indio; Jack B. 
Hawley, 2nd vice president, Sacramento; 
W. H. Picard, president, Oakland: Wm. 
Nies, Ist vice president, Los Angeles; 
Frank Schilling, Jr., past president, Los 
Angeles; L. E. Remy, secretary, Long 
Beach; J. F. Mauzy, board member, Wal- 
nut Creek; Frank Watson, board member, 


Glendale 


lous who would destroy it for personal 
gains at the expense of the high stand- 
ards we have set for sanitation and the 
preservation of the public health.” 


NEW OFFICERS ELECTED 


W. H. Picard of Oakland was elevated 
to the presidency of the association, suc- 
ceeding Frank Schilling, Jr., of Los An- 
geles. William Nies of Los Angeles is 
the first vice president; Jack Hawley, 
Sacramento, second vice president. L. E. 
Remy of Long Beach is secretary. The 
following board members were elected: 
E. B. Brooks, Indio; J. F. Mauzy, Wal- 
nut Creek; Frank Watson, Glendale, 
and Jack Camp, president of the San 
Francisco association, as a new board 
member, although he was not present. 

Several important resolutions were 
adopted. Considerable constructive dis- 
cussion was given to a resolution intro- 
duced by the Peninsula Merchant 
Plumbers Association relative to the 
distribution of plumbing materials. It 
was recommended that the manufac- 
turers’ control committee of the state 
association continue its activities to still 
further improve conditions surrounding 
distribution policies of manufacturers 
and wholesalers. 

It was further recommended as a 
prime necessity that members get into 
“politics” in order to protect the asso- 
ciation’s interests in legislative pro- 


Delegates and guests attending the thirty-fourth annual convention of the California State Association of Master Plumbers at 
Santa Monica.—First section of group photograph 
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grams, and recommend state legislation 
to eliminate unfair competition in the 
plumbing industry. 

To broaden this plan, it was agreed 
that the association should issue 
monthly bulletins to keep the members 
fully informed on how much had been 
accomplished in this direction and 
where their money is being spent to 
improve and protect their interests. 

Highly important to the trade was 
the resolution on disposal and handling 
of used water heaters. To keep such out 
of the hands of unscrupulous handlers, 
it was recommended that all trade-ins 
of used heaters be destroyed unless the 
merchant plumber himself sees fit to 
recondition the heater in his own shop 
for resale by himself. 


LONG CREDIT CONDEMNED 


Granting of unreasonable credit to 
irresponsible and often unlicensed deal- 
ers was Classified as an unfair practice 
that sets up damaging competition. 
“No master plumber can long control 
his own destiny safely and profitably 
who is everlastingly in debt to a manu- 
facturing or wholesaling organization,” 
the resolution stated. 

To extend state and national associa- 
tion memberships, it was resolved that 
local associations having no regular 
business meetings as included in the 
Constitution and By Laws, do so. 

W. H. Picard delivered an interesting 
paper entitled “Looking Forward.” He 
said in part: 

“To hasten the dawn of a new day in 
merchandising, master plumbers must 
first elevate the profession through 
closer cooperation with manufacturers; 
second, coordinate proper distribution 
from merchant master plumbers to con- 
sumers; third, educate the public in the 
importance of sanitary plumbing 
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through cooperative advertising; fourth, 
create, strengthen and broaden sanitary 
plumbing laws for protection of pubiic 
health. 

“In the past, the state association has 
passed many resolutions to secure manu- 
facturers’ leadership to uplift our busi- 
ness, but most_of these have been largely 
in vain. The association now proposes 
to take the lead itself and to sponsor 
a weekly or biweekly radio campaign 
designed to make the public plumbing 
conscious, and to expect from the master 
plumber the same character of service 
demanded from a physician, an attor- 
ney or any other professional person. 

“This program will be under the 
supervision of the state association. 
The slogan and symbol to be used in 
connection with these broadcasts will 
be copyrighted by the association. It 
will be a green and white Maltese cross, 
bearing the words: ‘For the Health of 
Your Home.’ It will be placed on win- 
dows, trucks, stationery, literature, coat 
labels and uniforms to identify the indi- 
vidual firm as a member of the asso- 
ciation. 

“While the symbol is only a small part 
of the plan, it is an important one in 
that it identifies the member as a relia- 
ble operator whose prestige is lifted to 
a high plane through the repetition of 
its ideals via the radio. Programs will 
be created by an experienced advertis- 
ing agency, tying in the service with 
well-directed entertainment. Emphasis 
always will be given to the green and 
white Maltese cross to indicate a 
licensed master plumber who has passed 
the necessary examinations and who is 
capable, sincere and honest in the prac- 
tice of business ethics and who believes 
in quality merchandise and workman- 
ship.” 

F. M. Banks, vice president of the 
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Southern California Gas Company, Los 
Angeles, made a detailed and stirring 
report of his company’s program to help 
master plumbers sell more gas appli- 
He pointed out that his com- 
pany will continue to stand solidly upon 
the principle that these appliances shall 
be sold through established dealers, pro- 
vided they do their part to promote 
sales through this cooperative program. 

It was shown in a convincing sum- 
mary that his company stands definitely 
behind the merchant plumber, and in- 
tends to cooperate with him to the ex- 
tent of sharing generously in advertis- 
ing expense, direct sales helps and 
finally, but most important, to make it 
definitely possible to broaden the mer- 
chant plumbers’ markets through a low 
interest-consumer financing plan (6%) 
with as long as five years to pay, 
wherein the dealer gets his full profit 
immediately and without recourse 
through possible repossessions. 

At the conclusion of his address, 
enthusiasm ran high, and it was agreed 
that thousands of dollars had literally 
poured into the laps of merchant plumb- 
ers through this cooperative program 
so recently launched in Southern Cali- 
fornia and that it holds high promise 
for future profits for merchant plumb- 


ances. 


ers. 


MORE NEW BUSINESS 


Col. Wm. A. Evans, Los Angeles, in 
the absence of Fred Marlow, regional 
director of the Federal Housing Admin- 
istration, reviewed the purpose, the plan 
and the tremendous business possibili- 
ties the Act presents. 

He pointed out that the depression of 
1893 walked out with the introduction 
and universal expansion of the bicycle 
in the “Gay Nineties.” The panic of 
1907 was ushered out by the neck 





Delegates and guests attending the thirty-fourth annual convention of the California State Association of Master Plumbers at Santa 


Monica.—Last section of group photograph 








Se tg 














Se EAN 




















——— ae 
enn 
a ame 














LET ata 

















DOMESTIC ENGINEERING 





Group of Santa Monica Master Plumbers at California Convention, held in that city, 


May 


through the great expansion of the auto- 
mobile industry, and the countless new 
sales outlets, employment and new busi- 
ness opportunities it created. The slight 
lull in 1914, engendered by fear and talk 
of “automobile saturation” was snuffed 
out by the world war; the slump of 1922 
was curbed by the introduction and wide 
spread sales of radios, and the slow but 
steady advancement of automatic re- 
frigeration appliances. 

Skipping the obstacles thrown into 
business’ path by the 1929-1933 debacle, 
he spared no praise for those merchant 
plumbers’ who have taken advantage 
of the opportunities offered by the FHA. 
By the same token, he excoriated in no 
uncertain terms those who had failed 
to tie into the program that is putting 
thousands of dollars into dealers’ 
pockets through the gigantic moderni- 
zation and new building program under 
Titles I and II of the Act. 

“A hundred thousand interested home- 
seeking people visited the Housing Ex- 
hibition in Los Angeles during its first 
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opening week,” he said, “and paid 40 
cents apiece for the privilege; 500 peo- 
ple a day signed up for information, 
and applications for loans for new home 
construction and modernization ex- 
ceeded $1,000,000. 

“Bankers who spurned and ridiculed 
low rate interest loans to ‘common’ 
people without collateral on long time 
payments, now look upon it as the 
greatest, the safest and the most far- 
reaching program in the annals of bank- 
ing history. The largest banks now ad- 
vertise widely to sell the idea to more 
people, and red tape has all but been 
eliminated in the securing of these 
loans.” 

In a stirring summary, Colonel Evans 
put over his point and every member 
present voted to merchandise more 
vigorously than ever under this new 
opportunity which he predicted would 
end the depression and lead industry, 
both wholesale and retail, into the great- 
est era of prosperity our country has 
ever known. 
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Chicago Plumbers Break 
Golf Attendance Records 


An ideal summer day and a nearby 
golf course brought out the largest at- 
tendance that has ever been present at 
a golf meet of the Plumbing Con- 
tractors’ Association of Chicago. Nearly 
eighty members of the Chicago plumb- 
ing trade, the master plumbers and 
supplymen came out to Tam O’Shanter 
Golf Club at Milwaukee and Touhy 
avenues to participate in the second 
tournament of the season on June 13. 

Quite a number shot in the low 80's 
but on account of their low handicaps 
were not among the prize winners. A 
guest, Robert Donoghue, turned in a 
card of 81 for the low gross score. The 
low gross among members for the day 
was made by Joseph Comer with an 82, 
with Harold Burr a close second. 


In Class “A,” which includes handi- 
caps from 1 to 25, the first prize of 
6 golf balls was won by H. Peterson 
with 85-14-71. The second prize, 4 balls, 
was won by Robert Sells with 86-16-70 
and for the third prize of 2 golf balls 
R. Lindblad and Thomas Litvin were 
tied with a net 74 and divided the prize. 

In Class “B,” which includes handi- 
caps from 25 to 40, the first prize, 6 
golf balls for low net, was won by John 
Bushnell with 101-26-75. The second 
prize of 4 golf balls was won by James 
Fettes with 1005-26-79. For third prize 
Henry P. Reger, Rupert J. Weber and 
Robert E. Murphy were tied with a net 
80 and each was given a prize. 

In the Blind Bogey Sweepstakes, 
Harold Burr, Fred Ruhnke and Henry 
Clauson were tied with a 78 net and 
divided the prize which went for this 
event. R. Shogren won the guest prize. 
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At the dinner in the evening, Chair- 
man of the Golf Committee William 
Redieske presided. The’ secretary, 
Peter Munn, announced the prize win- 
ners and the prizes were distributed by 
George Matthews. 

The next tournament of the Chicago 
association will be held at the Elmhurst 
Golf and Country Club, Elmhurst, IIl., on 
Thursday, July 11. The scores follow: 


Player Gross Hdcp. Net 
Ted Ahrenberg ....... 138 40 98 
i; ee 5 ks a wee cet 112 28 R4 
ey SS % eo a0 ko Be 116 26 90 
Hm. A. Berg@ahi....... 103 20 3 
Ce . 128 33 95 
PU ee , Se 29 RT 
Howard Brocker.. «aoe 19 S8 
Wm. Brookman....... 132 39 93 
i Ee Bs. 2 os iis ay eee 25 91 
es |. | Seer 26 82 
Ww. me BOOWR.... « 118 36 82 
Harold Burr ..... : 10 73 
John Bushnell......... 101 26 75 
Ed Carroll ..... 113 14 99 
soe. Carroll ....«. . 94 17 77 
Thor Chellberg ....... 118 37 81 
i. es GD. cas es ee 35 87 
Bs Ms I sc vide tw ees 82 7 75 
Ce, SOMBROM: 6 ccc cace Ba 25 99 
Robt. Donahue . 7 a ‘ 73 
Howard Doyle ... ~ a 5 81 
CS. ma meee. . 6 See Eee 27 88 
S. Eaton ..... a ip ee 36 95 
ae RS, ere 96 19 77 
J. Fettes ..... Ses 26 79 
EK. Garrity .... ve 113 30 R3 
Chas. Gazin ...... .. 104 20 84 
ee . 106 21 85 
Wm. W. Gothard..... 136 35 101 
Max Greenberg........ 108 22 S6 
_# & (= EEE 90 14 76 
Elmer Groves ........ 95 18 77 
John Guldan ....... iz 19 75 
Frank Hackett ...... 98 20 78 
mae. BEMWEOy ..c0ssck-, 1 21 84 
J. Henderson....... 98 18 80 
Wm. Hildeman........ 113 25 88 
OR ae 87 7 80 
be eee eee 124 28 96 
See 19 84 
RI MEU. bs occ cua 113 30 83 
Wy th, PEMOMOS. . 6 oe hacks 112 27 85 
Fred Lenthesser...... 104 22 RD 
a Re 96 22 74 
a A ok de 2b 6 bod 111 20 91 
a SS bee 6% bk we KOR 90 16 74 
NE ee 92 17 75 
me. Bortimer.......<. 101 21 80 
Fr Sas de hb be dca 6 als 111 25 86 
ment, MUPphy i... oes. 27 37 80 
Howard Nielsen....... 105 16 89 
is A aw ccc as whe 25 79 
gerry O'Neill... ... se. 89 10 79 
7 21 g 
eS a 14 71 
pests PeO@GGY....c.c..- BI 10 81 
H. P. Reger.... ive See 27 80 
H. Robertson... ae 19 79 
Fred Ruhnke..... oa: ae 16 82 
Clyde Savage......... 127 18 109 
Herman Scheel...... 130 32 98 
M. Schulhoff.... re 22 75 
Ted Seabrook. he 17 RO 
Robt. Sells ... eS Se 16 70 
R. Shogren... eee 21 72 
Phil Sieben.... ae 24 81 
Wm. Sievert..... 99 19 80 
C. J. Spillane.... } 97 14 R3 
CBOs. BEARIOF cciccsse Of 99 76 
Geo. R. Stearns.. a ee 25 R8 
E. FE, Stevenson... ,.. 3 79 
Carl Teutsch... 110 29 81 
mR. 0d. Weber.... 106 26 80 
Jake Weil.... 150 10 110 
M. Westerberg ae 15 76 
A. D. Wilder.... 110 17 93 
Fred Zimmer.......... 105 20 R85 
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Georgia Master Plumbers 
Elect O. A. Kimball President 


Approximately 200 delegates, guests 
and visitors registered for the forty- 
third annual convention of the Georgia 
State Association of Master Plumbers, 
held in Savannah on June 3 and 4. 
The convention was presided over by 
President Ben J. Seckinger of Atlanta. 

The opening session consisted of the 
introduction of prominent visitors, an 
address of welcome by Mayor Thomas 
Gamble, a response to the welcome by 
A. P. Keisker, manager of the Savan- 
nah branch of Crane Co., an address 
by Dr. V. H. Bassett on “The Necessity 
for Improvement of the Disposal of 
Human Waste” and an address by E., 
L. Pugh, secretary of the Southeastern 
Wholesalers Association. 

O. A. Kimball, Savannah, was elected 
president of the association for the en- 
suing year succeeding Mr. Seckinger, 
who has served as president for the 
past four years. Mr. Seckinger, who 
assumed office with the association in 
debt to the extent of approximately 
$3,000, turned the reins over to his 
successor free of debt. S. A. Keefer, 
Manchester, was elected vice president 
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That no assistance be given by any 


the 
and 


supply house or employee as to 
drawing or laying out of heating 
plumbing plans, and taking off quanti- 
ties. 

That the supply 
only the plumbing and heating contrac- 
tor with a regular place of business as 
entitled to the best trade price. 

That the convention go on record as 
favoring the efforts put forth by Presi- 
dent Roosevelt’s administration. 


houses recognize 


President Seckinger appointed the 
following committees to handle the 
work of the convention: 

Auditing: J. C. Humphries, Savan- 


nah; L. R. Newby, Macon, and H. H. 


Mayo, Columbus. 
Credentials: A. C. 


Mitchell, Savan- 


nah: J. W. Pichelsimer, Atlanta, and 
L. W. Sinclair, Savannah. 
Memorial: C. J. Warner, Atlanta: J. 


W. Vaughan, Columbus, and H. H. 
Darby, Macon. 

Resolutions: S. N. Boyd, Savannah; 
Em! A. Masters, Savannah, and Edward 
C, Lambert, Jr., Atlanta. 


Nominating: Paul Lipsey, Albany; 





Group of delegates and guests attending the annual convention of the Georgia 


for the ensuing year and 8S. N. Boyd, 
Savannah, was elected secretary-treas- 
urer. 

Several resolutions were adopted by 
the convention. The substance of the 
more important ones is as follows: 

That a minimum registration fee of 
2, with a maximum of $5, be assessed 
on each member attending a state con- 
vention. 

That the qualifications of a member 
of the Georgia association shall be a 
person or firm who has a regular place 
of business, with a telephone and 
proper office help. 

That wholesalers and manufacturers 
refrain from soliciting consumers, only 
through the licensed master plumber, 
architect or engineer, who are in charge 
of drawing plans and specifications. 


A. R. Roles, Camilla, and W. J. El- 
dredge, Atlanta. 

W. R. Puckett, secretary of the At- 
lanta association, was appointed read- 
ing clerk. 

W. A. Sirman, Atlanta, described 
fully the features of the National 
Housing Act, pointing out the tremen- 
dous business getting opportunities of- 
fered the plumbing and heating indus- 
try as a result of this program. 

LL. U. Noland, president of the Noland 
Co., Inc., Newport News, Va, delivered 
an interesting address entitled “What's 


Ahead for the Plumbing and Heating 
Industry?” 
Mr. Noland opened his address by 


reviewing briefly the trend of plumbing 
and heating during the past ten years. 
“TIT have arrived at the conclusion,” he 
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the established methods of 
wholesaler 


said, “that 
the past—-manufacturer to 
to contractor—have passed the test. 
The that the methods 
under which a great majority of plumb- 
ing and heating products are distrib- 
uted economically sound. Even 
with the new competition we have ex- 
perienced in the last four or five years 
with inroads of the D.t.u.’s, more 
than 80 per cent of the plumbing an4 
today are dis- 
whole- 


proof is basic 
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etc, 


heating sold 
tributed manufacturer to 
saler to contractor.” 

Mr. Noland emphasized the necessity 
for a united front on the part of man- 
ufacturers, wholesalers and contractors 
who are thoroughly in accord with the 
established method of distribution, re- 
marking that a type of leadership is 
needed that will bring permanent ben- 
efit to those who believe in the policy. 

“Prosperity is not around the corner 

it’s right in front of us,” Mr. Noland 
“The government is launch- 
ing a Housing Program be- 
cause a confronted the 
American people due to the small vol- 
building during th five 


products 
from 


remarked. 
National 
serious crisis 
ume of past 
years. 

“A housing crisis confronts us 
demand The home buyers 
willing and ready to accept. The 
the banks, the insurance 
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companies 
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and trust 


colossal 


companies 
have a 


money waiting to be placed in profit- 
able investment. Under the Federal 


Housing Act, it is now possible for a 
man to borrow 80 per cent of the value 
of his home and lot with twenty years 
to pay off the obligation. 

“Every home built and 
modernized under this new 
financing is a market for our goods and 
labor. The federal 
ducting a tremendous pro- 
gram to encourage better housing. The 
new plumbing and heating 
plays an important role in this 
gram. It behooves us to participate in 
this program with definite selling ef- 
forts in order to secure the maximum 
benefits.” 
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President Seckinger, in his report, 
cited statistics to show that even dur- 
ing the depression period a tremendous 
volume of business was transacted in 
the plumbing and heating industry. In 
1933, he said, wholesalers in the United 
States sold more than $265,000,000 
worth of plumbing and heating mate- 





New state officers, left to right: S. N. Boyd, 

secretary-treasurer, Savannah; S. A. Keefer, 

vice president, Manchester, and 0. A. Kim- 
ball, president, Savannah 


rial. This means, Mr. Seckinger added, 
that plumbing and heating contractors 
over the country did approximately 
$800,000,000 worth of business in 1933. 

Mr. Seckinger feels that plumbing 
and heating dealers should take special 
pains to see that their places of busi- 
ness are made attractive to prospective 
customers and that merchandise is dis- 
played properly. He also urged mem- 
bers of the association to take a more 
active part in local civic organizations. 

W. R. Puckett, executive secretary of 
the Atlanta association, addressed the 
convention on “Associations and Codes” 
stressing the fact that inasmuch as the 
codes had been abandoned, that it was 
entirely up to the contractor to keep 
the teachings and rules in force as 
nearly as possible. He remarked that 
closer cooperation is needed between 
the contractor and the wholesaler, and 
that special attention should be given 
to the matter of wages and hours. 

A report was given by each of the 
six members who had acted as zone 
chairmen under the code. 

D. A. Mayfield, Jacksonville, Fla., 
national director, was the official rep- 
resentative of the National Association 
of Master Plumbers at the convention. 
He reviewed in detail the activities of 
the N. A. M. P. 

J. B. Masters, O. A. Kimball, J. W. 
Pickelsimer and S. A. Keefer announced 
they would attend the national conven- 
tion in Chicago and were appointed 
official delegates. 

Mr. Kimball, Em] A. Masters and §S. 
N. Boyd served as a committee on ar- 
rangements for the convention. 

The meeting place for the next con- 
vention will be determined by the in- 
coming officers. 
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Virginia’s Conventions to Be 
Held in “Certified” Hotels 


The Virginia Associated Plumbing 
and Heating Contractors returned to a 
two-day convention this year after hav- 
ing held one-day conventions for the 
past several years. The attendance was 
above the average and a keen interest 
was displayed by the members present 
in subjects discussed at the business 
sessions. The convention was held at 
Petersburg June 7 and 8. 

Henry C. Messner of Clarendon, who 
was first vice president last year under 
President Edward F. Lawler of Norfolk, 
was the unanimous choice of the con- 
vention for president. 

Alfred L. Wright, Jr., of Portsmouth 
was advanced to first vice president. 
J. W. Davenport of Richmond was 
elected second vice president and W. 8. 
Farley of Danville, third vice president. 
The new president nominated as his 


Virginia State Department of Health. 
“Merchandising Through the Federal 
Housing Administration” was the sub- 
ject of an address by C. C. Lowry, assist- 
ant general manager of sales, Hajoca 
Corporation, Philadelphia, Pa. “What 
Next?” was the title of an address by 
Robert J. Barrett, executive director, 
Divisional Code Authority for the 
Plumbing Contracting Division of the 
Construction Industry. “What We Can 
Do Together” was the subject of a talk 
by L. U. Noland, President of Noland 
Company, Inc., Newport News, Va. 
These papers together with various 
subjects brought to the floor by mem- 
bers made a full and interesting pro- 
gram. Norbert Melnick, chief plumbing 
inspector of Arlington County, in his 
remarks from the floor regarding the 
duties and obligations of a plumbing 





New officers of Virginia Assn., left to right: John W. Davenport, Richmond, second 

vice-president; A. L. Wright, Jr., Portsmouth, first vice-president; W. S. Farley, Dan- 

ville, third vice-president; Edward F. Lawler, Norfolk, retiring state president; H. C. 

Messner, Clarendon, new state president; H. F. Chichester of Alexandria, William E. 

Wolff of Clarendon and John L. Polliard of Onancock, all three of whom are members 
of the board of directors. 


/ 


secretary-treasurer A. R. McGonegal of 
Clarendon and he was elected. 

The board of directors is composed 
of the following: John J. Shanahan, 
Norfolk; E. G. Priddy, Richmond; J. L 
Pace, Roanoke; P. D. Miller, Winches- 
ter; H. F. Chichester, Alexandria; Wil- 
liam E. Wolff, Clarendon; J. L. Polliard, 
Onancock; A. F. Saunders, Petersburg; 
Charles D. Moseley, Lynchburg, and Ed- 
ward F. Lawler, Norfolk. 

The program had an unusual variety 
of subjects, which were things that 
needed the attention of the convention 
judged by the discussions which fol- 
lowed their presentation. The report 
from the National Association of Mas- 
ter Plumbers was delivered by National 
Director John J. Shanahan, of Norfolk. 
“Plumbing and Its Relation to Public 
Health” was discussed by Major Richard 
Messer, director of sanitary engineering, 


inspector caused the passage of a motion 
that the next convention committee pro- 
vide a definite place for a meeting of 
the plumbing inspectors of Virginia 
both in a separate meeting and a joint 
meeting. 

Major Messer in his remarks on 
“Plumbing and Its Relation to Public 
Health” reported on the work of his 
department in making the public water 
supply in Virginia potable. He stated 
that today every public water system 
and those furnishing water to the public 
in the state meet with the requirements 
of the state board of health. 
mitted when the supply was delivered 
to the house it was another question 
and one that the state board of health 
was now ready to consider. He recom- 
mended that a committee from the asso- 
ciation attempt to get as much uniform- 
ity as possible in plumbing ordinances 
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Automatically Regulates 
Hot Water Temperature 


Economically -delivers hot water for domes- 
tic or manufacturing purposes at an even 
and constant thermostatically controlled tem- 
perature from copper coils or tubes sub- 
merged in the boiler. 


With a temperature range of 140 to 190 de- 
grees the Babbin Valve exceeds the capacity 
of any other type of tempering valve. 


OUTSTANDING FEATURES 


Only one moving part—no friction— 
Positive action—simple adjustment— 
No sleeves or valves to stick— 
Nothing can rust or get out of order— 
Sturdy construction—precisely 

machined and fully tested— 
Moderately priced— 





The Babbin Thermostatic Mixing Valve 
is guaranteed for two years against any 
defects of material or workmanship. 
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Solely Distributed by 


EVRY-USE 
PRODUCTS COMPANY, INC. 
258-260 Canal Street, New York 
Telephones CAnal 6-4860-1888 


Pumps—Blowers—Cellar Drainers—Mixers—Exhaust Fans—Spray 
Booth Fans—Condensation Units—Water Circulators 














107 





FOR HIGH WATER PRESSURE 


No more kitchen showers — no more 
faucets that sing in the bathroom! The Ma- 
son-Neilan water reducing valve eliminates 
the excessive pressures that cause hammer- 
ing pipes and splashy faucets, cuts down 
city pressures for economical, convenient, 
quiet use. Eliminates water hammer and 
leaky faucets. 


Make sure you specify Mason-Neilan reduc- 
ing valves for the systems you install in the 
high-pressure areas in your territory. And 


on repair jobs — sell home owners on the 


installation of a No. 
227. It's profitable. 


These valves are strong and 
durable. All metal parts are of 
bronze with the exception of the 
steel spring and capscrews 
which are specially treated to 
prevent rusting. Installation is 
simple. Prices are reasonable. 
Send for bulletin with price lists. 


MASON-NEILAN 


REGULATOR COMPANY 
1191 ADAMS STREET BOSTON, MASSACHUSETTS 
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in the various localities in the state and 
that they cooperate closely with his de- 
partment. He stated that uniformity of 
codes would make quicker public accept- 
ance of sanitary regulations. 

Mr. Lowry asked for closer coopera- 
tion between all branches of the indus- 
try in order to combat the D.t.u. and 
mail order house competition. He espe- 
cially stressed the need of acquainting 
the public with the contractors’ prices 
of plumbing and heating merchandise 
and to invite comparison of these with 
prices of sellers following other methods 
of distribution. He stressed the use of 
the FHA so that the contractor would 
get his money quickly. He further 
stated that it was necessary to have 
joint action as the individual contractor 
would be unable to handle the situation. 

Mr. Noland made a clear explanation 
of the present system of distribution, 
urged closer cooperation of all branches 
of the industry and pledged the support 
of his company to such a plan. Mr. 
Noland talked at some length on the 
plan that was in operation in the state 
some years ago and urged that some 
such plan be started at once in order 
to acquaint the plumbing contractors of 
the true situation and to show them the 
remedy. His plan was accepted by the 
convention and referred to the board of 
directors to put into operation as 
quickly as details could be arranged. 

The Petersburg association had ar- 
ranged a most enjoyable program of 
entertainment. President T. Price Sam- 
uels, ably assisted by H. A. Hawkins, 
A. F. Saunders and Executive Secretary 
F. R. Van Norden, were complimented 
on the features presented. 

The convention adopted a resolution 
that “succeeding conventions of this 
organization shall be held only in hotels 
and/or structures that have been cer- 
tified by the proper state or local health 





Group picture of delegates and guests attending the annual convention of the 
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authorities or by a committee of five 
members of this association, to be free 
from cross-connections between potable 
water supply and soil or waste, or be- 
tween potable water supply and non- 
potable water supply, and that the 
plumbing is otherwise free of faults in 
the system and connections. A copy of 
this resolution is to be mailed to every 
hotel located in Virginia, within the 
next thirty days. 

A similar resolution was adopted to 
be presented to the National Conven- 
tion which included a resolution for 
other national organizations to take a 
similar stand. 

A resolution was presented and 
adopted which would have the National 
Association collect all plumbing ordi- 
nances in the United States, assist in 
the preparation and presentation of 
ordinances and in general to make the 
inspection of plumbing a more impor- 
tant factor than it is at present. 

A resolution regarding NRA was re- 
ferred to the incoming board of direc- 
tors to await future legislation on thts 
subject. 
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The annual banquet was held on Fri- 
day evening and a sightseeing trip was 
arranged to historical places in and 
around Petersburg for Saturday after- 
noon. 

The following committees were ap- 
pointed to handle the work of the con- 
vention: 

Auditing—R. D. Duell, Norfolk; A. L. 
Wright, Jr., Portsmouth; E. K. Wil- 
son, Norfolk. 

Credentials—W. S. Farley, Danville; 
H. F. Chichester, Alexandria; E. G. 
Priddy, Richmond 

By-Laws—A. R. McGonegal, Claren- 
don; John J. Shanahan, Norfolk; S. J. 
Luther, Danville; W. L. Lacy, Char- 
lottesville; G. L. Parsley, Richmond. 

Resolutions—John J. Shanahan; John 
L. Polliard, Onancock; J. W. Davenport, 
Richmond; William E. Wolff, Claren- 
don; J. L. Pace, Roanoke; Paul King, 
Clarendon. 

Nominating—A. R. Thompson, Nor- 
folk; E. H. Birch, Clarendon; T. Price 
Samuels, Petersburg; W. L. Bennett, 
Portsmouth; C. M. Woodward, Char- 
lottesville. 





Washington Association 
Names L. N. Hein President 


The Master Plumbers Association of 
the State of Washington held its for- 
tieth annual convention in the city of 
Port Angeles on the beautiful straits 
of Juan de Fuca, May 24 and 25. The 
meeting was well attended and busi- 
ness problems facing the industry were 
discussed thoroughly. 

L. N. Hein of Bremerton, was elected 
president of the association for the en- 
suing year succeeding E. G. Spangler of 


Washington 


Seattle. J. Douglas of Enumclaw, was 
elected vice president, and B. M. Rich- 
ards, Everett, was reelected secretary- 
treasurer. Mr. Richards has served in 
this capacity for the past twenty-two 
years. 

The delegates and guests were wel- 
comed by Mayor Davis of Port Angeles. 
The response was made by President 
Spangler, who reviewed the important 
part played by the plumbing and heat- 
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ing industry in developing the North 
West territory. Mr. Spangler stressed 
the close relationship between plumbing 
and health and pointed out that this 
fact is now gaining wide recognition. 

The members of the Peninsula Mas- 
ter Plumbers Association, who were in 
charge of the convention arrangements, 
were introduced at the opening session. 
These included J. C. Breitluch, presi- 
dent; Peter Norby, vice president; 
Hugh McCreadie, secretary and George 
Bowers, treasurer. 

The following committees were ap- 
pointed to handle the work of the con* 
vention: 

Credentials committee—Peter Norby, 
Port Townsend; Frank Scott, Seattle, 
and C. P. Daley, Seattle. 

Resolutions committee—Roy E. 
Thompson, Tacoma; J. J. Ward, Seattle, 
and George Bowers, Port Angeles. 





Left to right: President L. N. Hein, Bre- 
merton, Wash., and B. M. Richards, sec- 
retary-treasurer, Everett, Wash. 


Condolence committee—J. E. Bradley, 
Bremerton, and A. Thompson, Mt. Ver- 
non. 

Reading Clerk—Hugh McCreadie, Port 
Angeles. 

Sergeant at Arms—K. A. Sontag, 
Enumclaw. 

The report of Secretary-Treasurer 
Richards showed that the association 
had a total paid up membership of 95 
persons,, that the association’s debts 
were all paid, and that there was a sub- 
stantial balance in the bank. This re- 
port was referred to the finance commit- 
tee composed of B. W. Groom of Bel- 
lingham, J. Douglas of Enumclaw and 
Frank Granston of Seattle. 

In his annual message President 
Spangler recommended that a special 
committee be appointed by the incoming 
president to work out a universal sys- 
tem for all local associations in the 
State in the matter of collection of dues. 

He also recommended that a district 
organizer be appointed in all districts 
having a local association, for the pur- 
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pose of building up the membership by 
contacting all members of the industry 
in his district. Mr. Spangler expressed 
the opinion that a standardized initia- 
tion fee should be adopted and that each 
district organizer should be paid a per- 
centage out of the funds collected in 
order to recompense the organizer for 
the time and expense incurred in this 
work. 

James Smyth, Spokane, a member of 
the board of directors of the National 
Association of Master Plumbers, deliv- 
ered an interesting address in which he 
outlined the activities of the National 
Association, and discussed the legisla- 
tive and business problems confronting 
the industry. 

Thomas E. McGuire, who was largely 
instrumental in securing the passage of 
the state plumbing code at the last ses- 
sion of the legislature, explained in de- 
tail the workings of the code and told 
how it fits in where the national code 
is lacking. 

The highlight of the first day’s meet- 
ing was an address by Henry A. Cul- 
ver, associate director of the FHA at 
Seattle. Mr. Culver explained fully the 
operation of both Title 1 and Title 2 of 
the National Housing Act and told how 
loans may be secured under this act. 

Mr. Culver pointed out that the price 
of plumbing fixtures is lower today than 
it has been for many years and he urged 
master plumbers to call this to the at- 
tention of their prospective customers. 

William F. Eckart, Seattle, code au- 
thority for Washington, rendered a 
complete report on the operation of the 
NRA code during the past year. 

David Reed, Seattle, president of the 
Washington State Federation of Labor, 
urged close cooperation between mas- 
ter plumbers and journeymen plumbers 
throughout the state. 

Reports on activities in the various 
zones throughout the state, in which 
there are association members, were 
rendered by the following individuals: 

Zone No. 1, Mrs. Grace Barton, Aber- 
deen; Zone No. 2, B. W. Groom, Bel- 
lingham; Zone No. 3, L. N. Hein, Bre 
merton; Zone No. 4, Terrence Mackle, 
Everett; Zone No. 5, James K. Mar- 
shall, Longview; Zone No. 7, Hugh Me- 
Creadie, Port Angeles; Zone No. 8, 
Charles LaMont, Pullman; Zone No. 9, 
Bert Ellinger, Seattle; Zone No. 190, 
James Smyth, Spokane; Zone No. 1l, 
Roy A. Thompson, Mt. Vernon; Zone 
No. 12, Roy E. Thompson, Tacoma; Zone 
No. 13, J. Douglas, Enumclaw. 

An interesting entertainment program 
was arranged for the visitors. Auto 
rides and theater parties were sched- 
uled for the women while the conven- 
tion was in progress. The annual ban- 
quet was followed by a dance. William 
B. Welsh of the Port Angeles Evening 
News, served as toastmaster at the ban- 
quet. 
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Oakland Plumbers Stage 
Popular Stag Party 


Association affairs, code-lifting, esti- 
mates, overhead—all this was dispensed 
with and the evening of June 3 given 
over exclusively to cards, music, vaude- 
ville patter and the continuous service 
of a delicious Dutch lunch, when close 
to fifty master plumbers and their 
guests, including representatives of lo- 
cal jobbing houses and manufacturers’ 
agents, gathered at the headquarters 
of the Oakland (Calif.) Master Plumb- 
ers Association. 

N. J. Previati handled the supper de- 
tails, while President Dwight W. 
Durant, H. S. Salisbury and Robert D. 
Feary were in charge of general ar- 
rangements. Jack Terry, self-styled 
“Mayor of Cardiff-Calif.,” entertained 
with a quarter-hour running fire of 
witty quotes and wisecracks. 

On July 15 the Oakland association 
will hold its annual meeting for the 
election of officers to serve for the fiscal 
year 1935-1936. 





Plumbers in Newark 
Discuss License Problems 


An open meeting for all licensed mas- 
ter plumbers of Newark, N. J., was held 
in the rooms of the Newark Master 
Plumbers Association on June 13. A 
good sized crowd was on hand when 
President Joseph Turbett called the 
meeting to order. 

The purpose of the meeting was to 
discuss the question of licenses and the 
enforcement of the local plumbing code 
by the board of health. Although the 
majority were in favor of renewing 
their licenses, there was great dissatis- 
faction expressed on the laxity of the 
enforcement of the sanitary code and a 
resolution was adopted asking the board 
of health to give close attention to the 
enforcement of this code. Copies of this 
resolution were sent to the board of 
health, the mayor and the city commis- 
sioner. 

A motion was adopted recommending 
that no one be allowed to display plumb- 
ing fixtures or advertise that they do 
plumbing work without a plumbing li- 
cense from the City of Newark. 

A motion was made requesting the 
Newark association to seek information 
as to whether plumbers would have to 
pay the state sales tax that was recently 
adopted in the legislature. 

One of the greatest evils prevailing 
in the Newark district, it was pointed 
out, is the loaning or peddling of li- 
censes. The consensus of opinion was 
that such violations should be penalized 
by a heavy fine in order to stop them. 

The question of the advisability of 
state licenges was also discussed, but 
the majority voted against the plan. 
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North Carolina Masters Elect 
Howard L. Hopkins President 


The North Carolina Association of 
Master Plumbers held its annual con- 
vention at the George Vanderbilt Hotel 
in Asheville, N. C., June 6 and 7, and 
adopted a resolution calling for reten- 
sion in the industry of NRA wages and 
hours, although the code went the way 
of others under the recent supreme 
court decision. 

“The NRA code represented ideals for 
which we stood for 20 years,” declared 
W. Edwin Wilson, of Asheville, presi- 
dent of the association, in his address 
to the convention. “We should make 
every effort to separate the wheat from 
the chaff and retain the beneficial fea- 
tures of the code as best we can.” 

The master plumbers hoped to meet 
in conference the wholesale supply rep- 
resentatives and present requests that 


derbilt hotel, Leon Lawrence, of Char- 
lotte, presiding. 

Officers elected for the ensuing year 
were Howard L. Hopkins, Charlotte, 
president; R. A. Bashford, Raleigh, and 
J. H. Rogers, Asheville, vice presidents; 
and W. H. Sullivan, Greensboro, secre- 
tary-treasurer. 

Wilbur R. Dosher, of Wilmington, ad- 
dressed the association and told the 
members that they must maintain a 
lobby at Raleigh to protect their legal 
status against legislative attacks from 
competitive interests. He declared that 
the licensed plumbers of North Caro- 
lina had better laws than those in some 
adjoining states, and it was up to them 
to guard this advantage zealously. 

John J. Shanahan, of Norfolk, Va., a 
director of the National Association, 





Some of the delegates and guests attending the annual convention of the North Carolina 
Association of Master Plumbers, held in Asheville, N. C., June 6 and 7 


would give the master plumbers a 
stronger competitive position. 

The suggested requests considered 
were: To sell plumbing and heating 
equipment only to licensed plumbing 
and heating contractors; to sell no 
plumbing equipment to general con- 
tractors; to restrict the acceptance of 
owners and general contractors’ guar- 
anties for the sale of plumbing equip- 
ment; to make no plans or layouts for 
plumbing installations but to refer re- 
quests for such to a licensed plumbing 
contractor; to make no consignment 
sales. 

These requests concerning sales by 
wholesale supply houses were discussed 
by individuals but not adopted by the 
association in the form of a resolution. 

“We are not seeking to create a 
monopoly, but simply wish the sale of 
sanitary appliances be made to those 
who know how to install them to guard 
the public health,” said Mr. Wilson. 

The wholesalers also held a meeting 
at the same time at the George Van- 


emphasized in his speech the forthcom- 
ing investigation of the possibilities of 
curbing epidemics of amoebic dysentery 
by a study of plumbing methods. “The 
matter has both a health and a busi- 
ness interest to the plumbers,” he said, 
“for the survey so far has indicated 
that the danger of infection increases 
with the age of plumbing and sewerage 
and water systems, thus affording a 
prospect for large replacement business. 
In fact Congress has ordered a survey 
of government building plumbing to 
determine if much of it should not be 
replaced.” 

Others addressing the association 
were Dr. Carl V. Reynolds, state health 
officer and Richard Oulahan, assistant 
FHA director. 

The first night of the convention the 
association repaired to the popular Cas- 
tle Supper Club on Sunset mountain 
for a banquet. 

The resolution in regard to the NRA 
was as follows: 

“Whereas, the principal provisions of 
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NRA and the code of fair competition 
for the plumbing contracting industry 
have embodied principles of fair play 
which tend to elevate the standards of 
the plumbing industry; and 

“Whereas, the provisions of wages 
and hours have tended toward the bet- 
terment of the employees’ working and 
living standards, 

“Therefore, be it resolved by the 
North Carolina Association of Master 
Plumbers in convention assembled that 
we place ourselves on record as favoring 
a continued voluntary compliance with 
the principles of the code of fair com- 
petition for the plumbing industry on 
the part of all members of our associa- 
tion in the state of North Carolina.” 





Santa Monica Bay Masters 
Elect New Officers 


The Santa Monica Bay Merchant 
Plumbers’ Association (Calif.) elected 
new officers at its meeting on June 3 
to serve the term expiring April, 1936. 
They are as follows: Albert E. Wales, 
Santa Monica, president; R. J. Vander, 
Santa Monica, vice president, and Jack 
Keller, Venice, secretary-treasurer. 





Survey of East Boston Shows 
Great Need of Plumbing 


The Planning Board of Boston, Mass., 
has completed a survey of the East Bos- 
ton district with interesting results. 
The section includes 13,937 dwelling 
units contained in 5,743 structures, of 
which 85 per cent are of wood construc- 
tion and about 50 per cent of the three- 
story type. About 75 per cent are 40 
years old or older. One-third of the 
units are without either bathtubs or 
showers. Only five per cent have me- 
chanical refrigeration. There are 22 
units without toilets and 1581 units that 
have toilets available but not in the 
units. 

Of the 9,411 occupied rented units 
232 have families doubled up. Of 3,586 
owner-occupied units 251 have families 
doubled up. Of the 12,997 occupied 
units 3,816 are crowded (from 1.02 to 
2 persons per room) and 201 over- 
crowded. 


There are 4,690 units without tubs or 
showers, 995 have no gas or electricity 
for cooking, 292 have no gas or elec 
tricity for lighting, 9,236 use stoves for 
heating, 8,194 use hard coal as the prin- 
cipal type of heating fuel, and 13,108 
have no mechanical refrigeration. 
Eleven units have no running water. 





Fourteen plumbing contractors in Ba- 
tavia and Leroy, N. Y., are advocating 
a plumbing code to cover rural as well 
as city districts. 
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LOW PRICED 


FOR STEAM AND HOT WATER 
espe designed for easy installation in 


the small space between the Convector and the 
floor is the No. 375 Ideal Convector Gate Valve. 
Male thread screws directly into bottom connection. 
Female tail piece is screwed onto stub. On installa- 
tion, tail nut is tightened—and the job is done. Valve 
bonnet does not have to be disassembled from body. 
No fussing with extra nipples or fittings. Makes a 
more profitable installation because it is low priced 
and because labor and extra material are saved. 
Use No. 375 on your next job. Made in 4%”, 1”, 
and 1'4”. Order from your jobber, or write to— 


AMERICAN RADIATOR COMPANY 


40 West 40th Street, New York, N. Y. 


Division of AMERICAN RADIATOR € STANDARD SANITARY CORPORATION 











Easily installed in 
limited space under 
Convector 


com ds: 


eR ete 
: 
mew a cence 


No. 375 Ideal Con- 
vector Gate Valve 
~Rough brass fin- 
ish; deluxe black 
composition non- 
heating handle. 
For steam and hot 
water. 





Needs no extra fittings, 
unions or nipples 


No. 375 IDEAL 


; i 
@ Quickly installed in limited 
space. Long stem makes handle 
casily accessible through inlet 
arch of enclosure. 
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Do | have to doctor Eagle Wiping Solder? Not on your 
life! It’s always the same—works the way you like it to 
on all kinds of jobs, under all conditions. Eagle Wiping 
Solder is made to a well-balanced formula from the 
highest grades of new metals. And it’s cleaner. There's 
smaller loss from impurities, dross or oxides. After you ve 


tried Eagle once, you ll stick with it always. 


THE EAGLE-PICHER LEAD COMPANY 
CHICAGO + JOPLIN + CINCINNATI 


use EAGLE 


wiping solder 














OTHER EAGLE LEAD PRODUCTS: 

Lead Fittings - Lead Pipe 

Eagle Solders (a complete line in 
all forms). 

Eagle Paste Solder —a new, easy- 
to-use self-fluxing solder in 
paste form. in tubes and cons. 

Eagle "52° Joint Seal Sweating 
Solder. 

Eagie Pipe Threading Compound. 
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Picture taken at the banquet given in connection with the annual convention of the New York State Association of Master Plumbers, 
held recently at the Pennsylvania Hotel in New York City 


Rockland County Group 
Celebrates Reorganization 


The Master Plumbers and Fitters 
Association of the County of Rockland, 
N. Y., celebrated its reorganization with 
its annual banquet on the evening of 
June 18. The affair was held at the 
Villa Lafayette, Spring Valley, N. Y. 

The event was in fact a dual celebra- 
tion, due to the adoption of a sanitary 
code for Rockland County. This code 
was approved by the Rockland County 
Board of Supervisors on the afternoon 
of June 18. 

Master plumbers, 
forty-six manufacturers attended the 
banquet and enjoyed a delicious chicken 
dinner. Among the guests were: Lau-- 
ens Hamilton, assemblyman; Edward 
Wells, supervisor; G. W. Crawford, 
county treasurer; George V. Dorsey, 
district attorney, and George W. Brown, 


wholesalers anl 


former sheriff. 

The officers of the association are: 
Frank S. Barnes, president; Ethelbert 
Benson, vice-president; Arthur Evans, 
secretary, and James Hoyle, treasurer. 





N. J. Association Exhibits 
at Air Conditioning Show 

The New Jersey Air Conditioning 
Show was held June 3 to 8, under the 
auspices of the Public Service Corp., 
in its building at 70 Park Place, New- 
ark, N. J. The New Jersey State Asso- 
ciation of Master Plumbers, in con 
junction with the newly organized New 
Jersey State Heating Association, had 
an exhibit at the show. 

Following is the list of exhibitors: 
Frigidaire Corp, Krich  Distributine 
Company, The Abbott Company, York 
Ice Machinery Corp., Northern Air Con- 
ditioning Corporation, Blocker Air Con- 
ditioning _ orporation, Minneapolis- 
Honeywell Res ulator Co., North Jersey 
Ice Publicity Association, Ig Electric 
Ventilating (o., Elin, Inc., Bryant Air 


Conditioning Corporation, Public Serv- 
ice Electric and Gas Company, New 
Jersey State Association of Master 
Plumbers, Inc., The New Jersey Society 
of Architects, Reynolds Metals Co., 
Inc., Surface Combustion Co., Rock- 
Wool Insulating Co., J. C. Fullerton, 
Inc., Johns-Manville, American Gas 
Products Corp., division of American 
Radiator Co., and General Gas Light 
Co. 





New Plumbing Code 
Planned for Nutley, N. J. 


A new plumbing code was introduced 
recently before the town commissioner 
of Nutley, N. J. to replace the code de- 
clared invalid by Charles Young, re- 
corder, a few months ago. A sanitary 
code will be introduced in the near fu- 
ture, it is stated. 

The newly introduced code was pre- 
pared by Director De Muro of the pub- 
lic affairs department, with the assist- 
ance of the Master Plumbers Association 
of Nutley. The new regulations would 
remove the old board of health, which 
consists of the members of the town 
commission, in favor of the department 
of health comprising the health officer, 
his assistant and the public affairs di- 
rector. 

The new code raises the license fee 
from $10 to $25 and increases the bond 
required from $200 to $500 and the re- 
newal fee from $2 to $5. 





FHA Starts Contest 
Among High School Pupils 


A national Better Housing Educa- 
tional Contest open to all high schools 
in the country was recently launched, 
it was announced by the Federal Hous- 
ing Administration. The administration 
will be assisted by a national commit- 
tee and an advisory committee of Indus- 
trialists. The Industrial Committee will 


donate appropriate prizes to be an- 
nounced later. 

The Federal Housing Administration 
is sponsoring this contest in coopera- 
tion with industrial, educational, finan- 
cial and civic groups. Its purpose is to 
focus the attention of the youth of 
America on the Better Housing Pro- 
gram and its influence on home life. 

The contest will be based on an essay 
written in speech form not to exceed 
six minutes to deliver orally. The sub- 
ject matter, literary quality, and effec- 
tive delivery will be taken into con- 
sideration in judging. 

Eliminations will be made by dis- 
tricts. Two students—a boy and a girl 
—will be selected from each school 
contest. These in turn will compete in 
the district eliminations. State finals 
will be determined from district win- 
ners in each State. Elimination for the 
National Finals will follow. 





Buffalo Plumbers Hold 
Big Annual Outing 

Over two hundred master plumbers 
and heating contractors and members 
of the supply trades atterded the an- 
nual outing of the Master Plumbers As- 
sociation of Buffalo, N. Y., at the South 
Shore Country Club, June 18. The out- 
ing began with an elaborate luncheon 
at noon and wound up with a fine din- 
ner in the evening after which there 
were some short speeches In between 
these events, there was a baseball 
game, athletic contests of many kinds, 
social diversions and plenty to eat and 
drink. The winners in the various con- 
tests follow: 

Baseball game: East Side 14; West 
Side 2. Each member of the winning 
team received a prize. 

100-yard dash for plumbing and heat- 
ing contractors: first, Ed. Haller; sec- 
ond, Roy Noah. 

100-yard dash for master plumbers’ 
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sons: first, Albert Gerspach; second, 
Walter Chapman. 

100-yard dash for the supply trades: 
first, James Carberry; second, L. M. 
Howe. 

Shoe race: first, Henry Zehn; second, 
Frank Alessi. 

Shot-put for plumbing and heating 
contractors: first, Matt Hepp; second, 
Ed Haller. 

Shot-put for the supply trade: first, 
Charles Schmitt; second, L. M. Howe. 

Burlesque golf: first, Ed Miller; sec- 
ond, Charles Schmitt. 

Balloon race for master plumbers: 
first, Fred Kranichfeld; second, Walter 
Chapman. 

Rolling the ball: first, A. A. West- 
phal; second, R. Alessi. 

At the evening dinner, President Wil- 
liam Ludlow called on the following 
persons for brief talks: Past National 
President George Drake, National Vice 
President George W. Frank; Ed Miller, 
secretary of the Rochester Master 
Plumbers Association; Fred Zander, 
Crane Co.; Allen Westphal, chairman 
of the outing committee; Fred Fleish- 
auer, H. W. Duschak, J. A. Zurn Mfg. 
Co., John Boye, chief sanitary inspector 


of Buffalo, and F. Restorft, Amherst. 


The committee in charge of the out- 
ing follows: Chairman, Allan A. West- 
phal; vice chairman, Julius G. Irr; sec- 
retary and treasurer, Fred Fleishauer; 
Walter E. Chapman, L. G. Laperle, 
Charles Waldow, Jr., M. C. Hepp, Wil- 
liam Schaefer, William Harmon, Frank 
Tomaka, Rose Rogers, John C. Feider, 
Rudy Weber and Albert G. Kranichfeld. 





Connecticut Golfers 
Hold First Tournament 
The Connecticut Plumbing and Heat- 
ing Trade Golf Association held its 
first tournament of the season recently 
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at the Westport Country Club, near 
Bridgeport, Conn. 

Those who won prizes, with their 
scores, follow: J. A. Johnson, 68: J. 
F. Rowe, 75; B. Gazzola, 78; J. J. Me- 
Carthy, 77; J. A. Byrne, 77; D. J. Mal- 
loy, 72; W. H. Groark, 77; H. E. Evans, 
73; H. D. Williams, 76; F. J. Daley, 76; 
O. B. Bertilson, 75. 





Montclair Association 
Holds Annual Party 


The annual dinner and party of the 
Master Plumbers Association of Mont- 
clair, Bloomfield, Verona and Vicinity, 
New Jersey, was held recently at Cham- 
berlain Hall, Verona. 

This affair is a family party and is 
looked forward to as the gala affair of 
the association each year. President 
Henry Williamson and his staff of offi- 
cers were on hand augmented by the 
arrangements committee, consisting of 
Joseph Hughes, Cedar Grove, chairman; 
C. John Klimback, Essex Fells; Cor- 
nelius Bush, Montclair; Charles Samuel, 
Montclair; Henry Weingartner, Verona, 
and Paul Zeim, Bloomfield. 

During the dinner the party was led 
in community singing by G. Weldon 
Samuel of Speakman Co., a _ son of 
Charles Samuel, secretary of the asso- 
ciation. 

Secretary Samuel acted as master of 
ceremonies of the entertainment which 
followed. 

This entertainment was 
by local talent. It consisted of sing- 
ing and instrumental numbers, the 
performers being G. Weldon Samuel, 
Charles Bush, Robert Reid, Byron Rad- 
cliffe, Miss Grace Klimback, Mr. and 
Mrs. Harold Bennett and Dorothy Bush, 
all sons and daughters of the members 
and some of their friends. 

The big hit of the show, however, 
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“Fashion Review,” in which 
fashions from 
many years ago to the present. The 
“ladies” were impersonated by Messrs. 
C. John Klimback, Cornelius Bush, Jo- 
seph Hughes, Paul Zeim, Henry Wein- 


was the 
was displayed women’s 


gartner, James Fitzgerald and 4G. 
Weldon Samuels. 

Following the show, the party in- 
dulged in games and dancing. On 
Tuesday evening, May 28, the regular 
monthly meeting of the association was 
held at Vera Tea Room, Verona, with 
John Haas and Henry Weingartner act- 
ing as the arrangements committee. 





Kings County Masters 
Meet in Brooklyn 

The Kings County Master Plumbers 
Association, Inc., held an interesting 
meeting in Brooklyn, N. Y., on June 19. 
Alex Rotker, president, presided and 
introduced the guest speakers of the 
evening. 

Svivester Sabbatino, New York City 
magistrate, gave an interesting talk 
on the functions of the magistrate’s 
court and reviewed several cases that 
had appeared before him. 

Judge Sabbatino is a strong. sup- 
porter of professional men, such as 
plumbers, doctors and lawyers. He 
expressed the desire to protect them 
from unlicensed members from their 
own ranks. 

Daniel Gutman, assistant U. S. dis- 
trict attorney, spoke on crime and its 
cost to the government. He stated that 
65 per cent of sentenced criminals 
today are under twenty-one years of 
age. Mr. Gutman declared it would cost 
less to give these youths civic activi- 
ties, proper leadership and ideals than 
it does to prosecute crime. 

Joseph S. Byrne, counsel to the as- 
sociation, stressed the fact that or- 
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Group of delegates and guests attending the annual convention of the South Carolina Master Plumbers Association, held recently 
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ganization is absolutely essential for 
the welfare of the industry. He also 
called attention to the work the asso- 
ciation is doing along legislative lines. 

J. E. Eastmond, commissioner of 
water supply of Brooklyn, spoke on the 
licensing of journeymen. He said there 
is a remedy for every evil and the 
master plumbers must be united to cor- 
reéet unsatisfactory conditions in their 
industry. 

Irving Kleinfield, executive secretary 
of the Greater City Master Plumbers 
Association, and I. H. Heifgott, pub- 
licity director of the Kings County as- 
sociation, also spoke. 





N. Y. State President 


Appoints Zone Delegates 
Joseph O. Stapf, Albany, N. Y., presi- 
dent of the New York State Associa- 
tion of Master Plumbers, announces the 
following list of zone delegates for the 
year: Zone 1, John F. Rogers of 
Queens; Zone 3, William D. Atkins of 
Schenectady; Zone 4, John F. Skelly 
of Ogdensburg; Zone 5, Thomas J. Cro- 
nin of Binghamton; and Zone 6. Lothar 
(. Gresens of Rochester, all hold-overs. 
In Zone 2, Frank Roth of the Brony 
succeeds 8S. George Arnone (now vice 
president of the state association), and 
in Zone 7, John J. Schnitt of Utica suc- 
ceeds Ed. Wynee of Utica. 





2 


Would License Journeymen 

An ordinance now is pending in the 
Common Council of Buffalo, N. Y., which 
if enacted would require the licensing 
of all journeymen plumbers. The object 
of the ordinance, according to John 
Boye, chief sanitary inspector, is to 
bring the “handy man” under control. 


Guten 
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Trenton Association 
Appoints Committees 


The Master Plumbers Association of 
Trenton, N. J., has appointed a number 
of standing committees and also several 
other special committees to function 
during the ensuing year. 

A committee on heating has been ap- 
pointed to draft a code and devise ways 
and means of having this code become 
a part of the city ordinance. The mem- 
bers of the committee are Samuel A. 
Gilbert, chairman, Walter E. Bittner, 
Leslie Burns, George J. Weigand and 
Daniel Sisti. 

A committee on cross-connections has 
been appointed to inspect public build- 
ings for possible connections which 
might contaminate the water supply 
with sewage. The members of this 
committee are J. Miller Heidweiler, 
chairman, James L. Bennett, George J. 
Hughes and George Dickson. 

A committee has also been appointed 
to study the provisions of the local 
plumbing code and to recommend any 
changes for improving the code. James 
L. Bennett is chairman of this commit- 
tee. 

The following standing committees 
were appointed: 

Trade Advancement—J. Miller Heid- 
weiler, chairman, James L. Bennett and 
Albert E. Schoeller. 

Sanitary — Howard H. Martindell, 
chairman, Daniel C. Black, Emil L. 
Pfleider and Daniel Sisti. 

Educational—James L. Bennett, chair- 
man, Frank B. Penrose and Leslie 
Burns. 

Bond—William J. Lee, chairman, W. 
V. Stewart and Stephen Hibbs. 

Membership—Daniel Sisti, chairman, 
John H. Conard and William G. Royer. 
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Auditing—John C. B. Wouters, chair- 
man, Louis McGlone and Clarence B. 
Slack. 

Entertainment—W. V. Stewart, chair- 
man, John C. B. Wouters, Walter E. 
Bittner and Frank B. Penrose. 





Plumbers to Install 
Inside Gas Equipment 


The Master Plumbers of Albuquerque, 
New Mexico, have taken over all gas 
installation work in houses and build- 
ings, according to John Strumquist of 
Albuquerque, president of the Asso- 
ciated Master Plumbers of the State of 
New Mexico. 

An agreement was reached recently 
with the Albuquerque Gas & Electric 
Co. by the Master Plumbers Associa- 
tion, whereby the utility company will 
turn over all installation work to the 
master plumbers. The utility company, 
however, will continue to make outside 
connections. 

The above agreement is the result of 
a two-year campaign conducted by Mr. 
Strumquist, William Beauchamp and 
other members of the association, to 
induce the utility company to change 
its policy. The utility company will 
establish a payment plan with as long 
as three years to pay. The master 
plumbers will do the selling work and 
the gas company will carry the paper 
for them. 





W. W. Hughes of Minneapolis, Minn., 
has severed his connections with the 
National Labor Relations Board and is 
again devoting his time and attention 
to the business of the Hughes Heating 
& Plumbing Company in that city. 





Group of delegates and visitors who attended the annual convention of the Florida State Association of Master Plumbers 
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Top row, left to right: A. E. Bastedo, sales manager, Burnham Boiler Corp., Irvington, N. Y.; David Face, Mutual Mfg. & Supply Co., 


Cincinnati, Ohio; Al Thornton, Beaver Pipe Tools, Inc., Warren. Ohio; L. 


" 


E. Stevens, Cincinnati; H. W. Ellis, president, Johnson 


Service Co., Milwaukee, Wis.; C. V. Haynes, Hoffman Specialty Co., Inc., New York City; William G. LeCompte, Jenkins Bros., 
New York City; Ray B. Keiser, assistant manager, Crane Co., Cincinnati, Ohio; Joseph Hayes, Indianapolis, Ind.; Joseph Comer 


and W. H. Baker, Jr., both of Crane Co., Chicago. 


Bottom row: W. H. Driscoll, New York City; E. C. William of Cincinnati, Ohio, 


representing Hoffman Specialty Co., Inc.. New York City, McDonnell & Miller, Chicago, and Bell & Gossett Co., Chicago; C. D. 

Brownell, Champaign, Ill.; Thomas D. Casserly, Weil-McLain Co., Michigan City, Ind.; W. H. Oleson, manager, Boston associa- 

tion; J. F. Dwyer, president, Boston association; Henry B. Gombers, New York City, secretary emeritus; J. A. Kiesling, Houston, 

Tex., and H. O. Nelson, president, Nelson Co., Detroit, Mich. Photos taken at the annual convention of the Heating, Piping and Air 
Conditioning Contractors National Association, held recently in Cincinnati. 


N. J. Board Prepares 
Resolution for N.A.M.P. 


The state board of the New Jersey 
Master Plumbers Association held its 
first meeting of the present term on 
June 5 in the rooms of the Orange, N. 
J., association. President Edmund In- 
gram presided. 

It was voted that the New Jersey 
association should offer to inspect the 
plumbing in all federal, state, county 
and municipal buildings in the state, 
free of charge. A resolution was pre- 
pared to be presented to the N. A. M. P. 
convention in Chicago, requesting the 
National Association to take similar ac- 
tion. 

It was decided to hold the first quar- 
terly meeting of the state association 
at Brigantine, near Atlantic City, and 
to make it not only a business session, 
but a social one also. It will be an all 
day affair and there will be golf, swim- 
ming, etc. 

The activities of the day will be un- 
der the supervision of “The Crusaders,” 
the membership committee of the as- 
sociation. Edw. J. Geyer of Bergenfield 
is chairman of this organization and 
Herman Baumgartner is his assistant. 

After dinner, the board members 
journeyed to Newark and visited the 
Air Conditioning Show in which the 
State association had a booth. 





Lake County Association 
Holds Annual Meeting 


At the regular meeting of the Lake 
County (Ill.) Master Plumbers Associa- 
tion, held recently at Lake Forest, IIL, 
an interesting and timely talk on air 
conditioning was delivered by Ernest 
F. Jones, author of “Jones’ Estimating 


Tables on Air Requirements and Duct 
Sizes for Heating and Air Condition- 
ing.” 

The numerous pertinent questions 
asked by the members evidenced a 
keen interest in Mr. Jones’ talk. Heat- 
ing requirements based on the C. F. M. 
method of figuring and various defini- 
tions and calculations relating to hu- 
midification were demonstrated. Also, 
many air distribution problems were 
explained and discussed. 

Henry Strenger, Lake Forest, pre- 
sided, and the speaker was introduced 
by Ed. Strenger of Highland Park, III. 





Chicago Suburban Group 
Plays Glencoe Course 
The North Shore and Lake County 
Master Plumbers and Steamfitters Golf 
Association held its opening tourna- 
ment of the season at the Glencoe Golf 


Club, Glencoe, Ill, on June 6. Despite 
adverse weather conditions, seventeen 
members and guests played. 

The next golf tournament of the as- 
sociation will be held at the Wilmette 
Golf Club, located on Lake Avenue, 
west of Wilmette, according to H. A. 
Bergdahl of Crane Co., secretary of the 
association. The association is also 
making plans for another entertainment 
event—its annual golf tournament and 
basket picnic for the families of mem- 
bers and their guests. This event will 
be held early in August, the exact date 
to be decided upon later. 

The scores for the day follow: 


Web oe eewe 120 C. Moran ten oe 
PG casvccess 92 Ignatious .. 108 
Mergenthaler .110 Abbott ve . 81 
LE cccoccve 120 Bergdahl eon 
Cee sceeees 120 Murphy - . 99 
SE? sec ceee 117 Schwall i nae ae 
Strengwer ...... 146 Gothard .. »o hon 
. 107 Stearns .... lil 
H. Moran ..... 107 





Members of the Quarter-Century Club attending the recent convention of the Indiana 

Master Plumbers Association, left to right: Joseph G. Hayes, Indianapolis; Victor C. 

Knauth, Vincennes; Earl L. Clevenger, Muncie; J. H. Niewoehner, Richmond; A. J. 

Weinhardt, Terre Haute; James A. Kreglo, Indianapolis; Edward Kanney, La Porte, 
and Harry Hattersley, Ft. Wayne 











eee 


csinetimeemeeeneegenne nee a, 


















































116 DOMESTIC 


Here’s a “Red Hot” 


Hot Weather 
Seller-- the New 


ELKAY 


J-30 
JUNIOR 
Shower Bath 

Stall 


that Retails for 


$29.85 


Thousands of visitors to the 
N. A. M. P. Convention mar- 
veled at the new ELKAY 
J-30 JUNIOR Shower Bath 
Stall. It has everything — 
Compactness, Eye Appeal, 
Economy—and all that at a 
price that will appeal to 
hundreds of home owners 
right in your own com- 
munity. 


Easily and Quickly Installed 


Only a Screw Driver Needed 


The ELKAY Junior can be easily and quickly installed 
in any room, closet or space in the home or building 
where water supply and drain are available. It is 
especially adaptable for use in basements or “clean- 
up” rooms where people who work or play outdoors 
can step in for a cooling shower. Easily installed as 
a single unit or in groups in clubs, dormitories, work- 
shops and public buildings. 


The ELKAY Junior is sturdily constructed of heavy 
copper bearing galvanized steel, chemically treated 
for enamel or duco finish. Shipped ‘knocked-down”" 
for easy handling. Shower head and valve handles 
of satin finish chromium. 


Here's a Real Business Builder—a Quick Seller—a 
Big Hot Weather Profit Maker. 








Write today for illustrated literature and prices. 


ELKAY MFG. CO. 


4708 ARTHINGTON ST. 
CHICAGO 
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The wise plumber must also build his reputation on the firm 
foundation of quality merchandise plus expert workmanship. 


By using KOVEN products the plumber is assured of quality 
merchandise, protective sales policy and a guarantee of satis- 
faction by one of the oldest manufacturers of range boilers and 
tanks. 


Among the many KOVEN products: 


RANGE BOILERS STORAGE TANKS 
Galvanized or Copper Steel or Copper 


SCULLERY SINKS FUEL OIL TANKS 
BARBER BOILERS EXPANSION TANKS 
KOVEN-PARACOIL TANKS PNEUMATIC TANKS 
STANDARD DUPLEX HEATERS SEPTIC TANKS 


Insist on the best by asking for 
KOVEN products from your jobber 


Send for the 1935 Handbook 
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President J. O. Stapf Sends 
Message to New York M. P.A. 


Joseph O. Stapf of Albany, newly 
elected president of the New York 
State Association of Master Plumbers, 
has issued a message to the trade urg- 
ing members of the association to lend 
their complete support to the officers 
during the coming year. 

Every master plumber who is not 
now affiliated with the organized trade 
should realize that he owes it to him- 
self and his industry to become a mem- 
ber of the association and join with 
it in its fight for trade survival, Mr 
Stapf points out in his message. 





oo 


Elected City Official 


John C. Vance, master plumber of 
Asheville, N. C., was recently elected 
to the Asheville City Council. Local 
master plumbers gave their complete 
support to Mr. Vance in the election 
campaign and also did everything in 
their power to have him elected mayor. 





Many Master Plumbers 
Attend Demonstration 
Approximately one hundred Utah 
master plumbers attended the demon- 
stration of pipe and fittings, given on 
May 7, at Salt Lake City, Utah, by a 
representative of the Mueller Co., De- 
catur, Ill., under the auspices of the 
Salt Lake City branch of Crane Com- 
pany. Leon B. Hampton, Crane Com- 


pany manager, presided: 





Top picture, left to right: Joseph Me- 
Ginity, John Rothfuss, E. R. Galbraith, 
Ken Cosgrove and Charles Meyers, all of 
W. V. Egbert & Co., Inc. Newark. Bot- 
tom picture, front: Murray H. Gluckman, 
Ideal Supply Co., Jersey City, and A. J. 
Beiga, West New York, N. J.; rear: Harry 
Van Osten, Oster-Williams, Cleveland, 
Ohio; William Beiga, West New York, N. 
J.; Fred W. Joswig, National Lead Co., 
New York City; G. C. Van Heusden, Chase 
Brass & Copper Co., Waterbury, Conn., and 
Harry Hirshman, Union City Plumbing 
Supply Co., Ine. Union City. Pictures 
taken at annual convention of New Jersey 
State Association of Master Plumbers, held 
recently in Jersey City 


DOMESTIC ENGINEERING 





117 


Obituaries 


John Todd 

John Todd, an old time master 
plumber and former city official of 
Brooklyn, N. Y., died on May 29 of a 
throat ailment. He was sixty-five years 
of age. Mr. Todd had a record of effec- 
tive and devoted service to worthy 
causes within the industry. He often ex- 
pressed himself as getting the most en- 
joyment out of life when functioning as 
a “bureau of joy and service.” 

Mr. Todd was a member of a pioneer 
Brooklyn family. He grew up in the 
plumbing trade and was one of the 
founders of the first union, the Protec- 
tive & Benevolent Association of 
Plumbers and Gas Fitters. He also 
served as inspector in the Board of 
Health and the Tenement House De- 
partment for many years and was a 
member of an early examining board of 
plumbers. He was an honorary and 
charter member of the Knights of Ga- 
lena. Up to 1919, he had taught plumb- 
ing and sanitation in Pratt Institute for 
twenty-eight years. 

Mr. Todd’s plumbing business at 128 
Livingston Street, Brooklyn, will be 
continued by his former partner and 
son-in-law, Louis Haverman. Surviving 
are his daughter, Adele, and his son, 
John M. Todd. 


John R. Rowends 


John Ry; Rowends, 66 years of age, 
for many years a master plumber of 
Buffalo, N. Y., died June 19, at his 
home in that city after a long illness. 
He was a member of the Master 
Plumbers Association of Buffalo and is 
survived by his widow and three sons. 
He was born in Titusville, Pa., and 
moved to Buffalo forty years ago. 


George A. Suter 

George Augustus Suter, heating and 
ventilating engineer, died at his home 
in New Canaan, Conn., on May 30, after 
a six weeks’ illness. He was in his sev- 
enty-third year at the time of his death. 

During the world war Mr. Suter was 
consulting engineer to the United States 
Housing Corporation in Washington, D. 
C. He retired after the war, but retained 
control over his many business inter- 
ests, chief of which was the firm of CG. 
A. Suter & Co., of which he had bee. 
president. 

His first work, after graduating from 
the Columbia School of Mines in 1883, 
as a mechanical engineer, was with the 
Exhaust Ventilator Company of Chi- 
cago. Two years later he was named 
manager of the New York Exhaust Ven- 
tilator Company, and later joined Baker, 
Smith & Co. as an expert in ventilation. 
In 1892 he established his own firm. 

Surviving are his widow, three daugh- 


ters and a son, George Suter, of New 
Canaan. 


Francis A. F. Frisse 

Francis A. F. Frisse, a member of 
the plumbing contracting firm of Louis 
Frisse & Brother, Brooklyn, N. Y., died 
recently in that city. He was for a 
number of years chairman of the board 
of directors of the 20th A. D. Demo- 
cratic Club and was well known in local 
political affairs. He was also a mem- 
ber of the Brooklyn Chamber of Com- 
merce and was formerly identified with 


the local school board. 

Funeral services were held from 
Roemmele’s Funeral Chapel, with a 
requiem high mass at Our Lady of 


Good Counsel Church. Interment was 
in St. John’s Cemetery. 

Mr. Frisse is survived by his brother, 
Louis Frisse and three sisters. His wife 


died about two months ago. 


Katherine Lee 


A. B. Lee, master plumber of Macon, 
Ga., has the sympathy of his friends 
in the trade on the death of his daugh- 
ter, Katherine, who was instantly killed 
when au automobile in which she was 
riding was hit at a grade crossing near 
Macon by the “Dixie Flyer,” fast train 
of the Central of Georgia Railway. 


Mrs. Wm. W. Hughes 


William W. Hughes of the Hughes 
Plumbing & Heating Company of Min- 
neapolis, Minn., has the sympathy of 
his many friends in the trade in all 
parts of the country on account of the 
death of his wife, which occurred on 
Friday night, June 14. Mrs. Hughes 
was born in Minneapolis, daughter of 
Sheriff John P. Wall, and was for many 
years very active in charitable affairs. 
She was one of the founders of the St. 
Joseph’s Infants’ Home, a member of 
St. Mary’s Orphanage and of the Sun- 
shine Society and other organizations. 
She is survived by her husband, a son, 
a daughter, her father and three sis- 
ters. 





Tennessee Mourns 
Death of Four Members 


The Associated Master Plumbers of 
Tennessee adopted a resolution of con- 
dolence at their recent annual conven- 
tion in Nashville on the death of four 
members of the association during the 
past year. The four persons mentioned 
in the resolution were: Will Curran of 
Nashville, Ed. A. Wilhelm of Memphis 
and J. W. Sanders and J. B. Jones, 
both of Chattanooga. 
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Heating Contractors of New 
York Hold Entertainmnet 


The Association of Heating Contrac- 
tors of Greater New York, Inc., held a 
dinner, dance and entertainment one 
evening a few weeks ago at the 
Follies Bergeres. The entertainment 
committee, consisting of Ben Spiegel, 
chairman, A. Hering, P. Wolf, S. Lanoil 
and M. Farbman, made it an enjoyable 
evening. 

This association is comprised of a 
group of heating contractors who make 
a specialty of the installation of heat- 
ing systems in occupied premises. The 
officers are: Jack Miller, president; 
Philip Wolf, vice president; Max M. 
Weiss, secretary, and Jacob Kessler, 
treasurer. The association headquar- 
ters are at 1 East 125th Street, New 
York City. 
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Salt Lake City Plumbers 
Hold Stag Party 


The Salt Lake City Association of 
Licensed Plumbers celebrated with a 
stag party at the chamber of commerce 
on May 6. After an evening of enter- 
tainment, refreshments were served. 
The committee in charge consisted of 
George Parfitt, Arch Erskine and 
Charles J. Dietz. 





Roy Patton Honored 

Roy Patton, proprietor of the Hutch- 
inson Plumbing & Sales Company, 
Oklahoma City, Okla., has been as- 
signed important committee work in 
the Oklahoma Chamber of Commerce. 
He has been made a member of the 
water control committee and of the 
industrial committee. 





New Trade Literature 


Folder Describes 
Water Supply Systems 

The National Water Lift Company of 
Kalamazoo, Mich., has issued a neat 
folder illustrating and describing its 
line of automatic water supply systems. 
Special emphasis is put on some of the 
features of the design of these systems, 
such as the solid cast bronze cylinder 
which eliminates rust and corrosion, a 
long, straight spring over check valve 
which insures positive operation, and 
a simple air recharging valve. 


Bulletin on Steel 
Factory Equipment 

All-Steel-Equip Company,  Incorpo- 
rated, Aurora, Ill., has just issued a 
bulletin on Steel Factory Equipment, 
designed for the handling of materials, 
inventory records, parts and tool stor- 
age, and tool protection. Among the 
products described and illustrated are: 
Stacking boxes, shop boxes, handles 
and label holders, stack units, taper 
pans, special boxes, tool boxes, bench 
drawers, tool stands, handy man tool 
handler, and drill and reamer units. 


Has Just Issued Booklet 
on Spray Equipment 

Binks Manufacturing Company of 
3114 Carroll Avenue, Chicago, has just 
issued its bulletin AD114, a 32-page 
booklet, printed in two colors, contain- 
ing brief outlines of its entire line of 
spray guns for finishing, cleaning and 
oiling, cup type containers, pressure 
containers, oil and water extractors, 
hose, air regulators, nozzles, compres- 


sors, portable spray outfits, spray 
booths and exhaust units. New addi- 
tions and new developments are also de- 
scribed. Helpful suggestions and tech- 
nical information on the proper equip- 
ment for various uses are also included 
in this booklet. 


Folder Features Radiator 
Enclosures and Shields 


Gardner Manufacturing Company of 
Horicon, Wis., has issued a_ folder, 
printed in two colors, illustrating and 
describing its line of radiator enclosures 
and shields. By covering radiators 
with these enclosures, equipped with 
humidifiers, humidity is added to the 
air in every room in the house or build- 
ing, thereby balancing the amount of 
moisture in the air. The radiator 
shields are built in a variety of styles 
and are furnished either with or with- 
out concealed humidifiers. 


Chicago Master Steam Fitters 
Hot Water Recommendations 


The standardization committee of the 
Chicago Master Steam Fitters Associa- 
tion, for the past year has been prepar- 
ing recommendations to cover design 
and installations features for mechan- 
ically circulated high temperature hot 
water heating systems. These recom- 
mendations were presented and adopted 
by members of the association at their 
regular monthly meeting, held June 25, 
1935. 

The mechanically circulated system 
permits operation so that in mild 
weather, water at a very low temper- 
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ature can be supplied to each radiator, 
and as colder weather sets in and a 
greater demand is imposed upon the 
system, water of higher temperature 
can be supplied each radiator until it is 
delivering the maximum total for which 
the radiator was selected. It is as- 
sumed that this total is 240 Btu. per 
hour, and that the system is designed 
to deliver its maximum when the out- 
side temperature is ten degrees below 
zero, Fahrenheit. 

It has been pointed out on various 
occasions that one of the main factors 
retarding the sale of hot water heating 
installation has been the large size of 
radiators and piping. These recom- 
mendations were developed to take into 
account the possibility of reducing the 
cost of hot water heating installations 
by using forced circulation and by car- 
rying higher average temperatures in 
the system, which will permit the use 
of smaller radiation and pipes. The in- 
creased market for this type of heating, 
by bringing it within reach of more 
prospective purchasers, is apparent. 

Members of the standardization com- 
mittee are as follows: C. E. Crone, Jr., 
H. M. Hart, G. Herlihy, E. E. Ellis, E. 
C. Lind, E. V. Baker, A. Peterson and 
K. Nilson. 





Josam Manufacturing Co. 
Holds Sales Meeting 


Immediately following the National 
Association of Master Plumbers Con- 
vention in Chicago, Josam Manufactur- 
ing Co. held a general sales conference 
at their plant at Michigan City, Ind. 
This meeting was described as being, 
in effect, a school to make their sales 
force familiar with all of the Josam 
products. The meeting was scheduled 
to be held for four days. The technical 
discussion and instructions were in 
charge of Joseph Hirshstein, president, 
aided by E. M. Feighan, chief of engi- 
neering department. 

It was pointed out that this is the 
first general sales conference this com- 
pany has held since 1927 and is an indi- 
cation of their faith in the continued 
improvement of business conditions. 
About thirty salesmen were scheduled 
to be in attendance. 





Convention Dates 


August 6.—VERMONT.—Annual econ- 
vention of the Vermont State Associa- 
tion of Master Plumbers, Inc., in Mont- 
pelier. at the City Hall. 

October 14-18.—A. G. A.—Annual con- 
vention of the American Gas Association, 
in Atlantic City, N. J. 


Jantary 27-31, 1936.——-Fourth Interna- 
tional Heating and Ventilating Exposi- 
tion, in CMHIcago, at the International 
Amphitheatre. 
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with a large silver tray. Flowers were 


National Auxiliary Holds presented to the Corresponding Secre- 


tary, Miss Schmeisser. 


. Nn . Mrs. E. D. Hornbrook, historian of 
Convention In Chicago the National Auxiliary, gave a brief 
history of the organization. 

The seventeenth annual convention ‘mother’ of the auxiliary as well as During the past year the North and 
of the Women’s Auxiliary of the Na- chairman of the Junior Auxiliaries, and Northwest Auxiliary of Chicago con- 
tional Association of Master Plumbers’ treasurer of the Memorial Loan Fund; ducted an Essay Contest among the 
opened with a luncheon for the dele- Mrs. W. E. McAndrew, Tampa, Fla., members of the Junior Auxiliary of 
gates and their guests at the Stevens and Mrs. J. Preston Perham, West Chicago. The purpose of the contest 


Hotel in Chicago on Wednesday, June Roxbury, Mass. was to make the younger generation 
26. The following members of the board conscious of the necessity for good 
The opening session of the conven- of directors were introduced: Mrs. J. sanitation. 

tion was blended into the luncheon by O. Stapf, Albany, N. Y.; Mrs. F. R. Three prizes were awarded. The 
the introduction of Mrs. Robert Liss, Fanning, Winter Park, Fla., and Mrs. winners of the Essay Contest were 
Chicago, national president, by Mrs. FE. B. Clayton, Denver, Colo. guests at the luncheon, at which time 
Fred Hager, president of the Illinois The following are members of the’ the prizes were awarded. 

auxiliary. Mrs. Liss greeted the dele- board of directors whose names were First prize was awarded to Miss 


gates and was presented with a bouquet read but who were not present: Mrs. Marion Weber. Miss Weber's essay 
of flowers by the members of the North L. J. Evans, Memphis, Tenn.; Mrs. I. was entitled “Sanitation and the Rela 
and Northwest Auxiliary of Chicago, E. Henderson, Kansas City, Mo.; Mrs. _ tion of the Master Plumber to the Com- 
of which she is a member and past 
president. Mrs. Hager then presented 
Mrs. John J. Calnan, wife of the presi- 
dent of the National Association of 
Master Plumbers, who welcomed the 
delegates to Chicago. 


NEW OFFICERS ELECTED 
Left to right: Mrs. 


The following officers were elected F. OF Kuetemeyer, 
for the ensuing year: President, Mrs. Milwaukee, Wis., newly 
mae : elected national pres- 
F. C. Kuetemeyer, of Milwaukee, Wis- ident, and Mrs. Robert 
consin; ist Vice President, Mrs. O. G. Liss, Chicago, retiring 
Johnson, of Minneapolis, Minnesota; national president 


2nd Vice President, Mrs. yeorge 
Doench, of Cincinnati, Ohio; 3rd Vice 
President, Mrs. J. Miiler Heidweiler, 
of Trenton, New Jersey; Treasurer, 
Mrs. Marcella Rose, of Boston, Massa- 
chusetts. Mrs. Kuetemeyer appointed 
Mrs. J. J. Miller, of Milwaukee, as 
Corresponding Secretary. Mrs. E. D. 
Hornbrook, of Kansas City, Missouri, H. O. Green, Tulsa, Okla.; Mrs. Maney munity.” Second prize was won by 
and Mrs. Rose Friend, of Milwaukee, J. Feeney, Philadelphia; Mrs. C. M. Miss Irene Nelson, whose essay was 
Wisconsin, were retained as Historian Schlenker, Jackson, Mich.; Mrs. J. Guy’ entitled “The Value of Sanitation.” 





and Chaplain, respectively. Hawkins, Fairmont, W. Va.; Mrs. Al- Third prize went to Miss Marie Heagle. 
Mrs. Liss introduced the various na- bert Hayman, Wilmington, Dela.; Mrs. 

tional officers, including Mrs. F. C. Christian Madsen, Woodford, Me.; Mrs. THE MEMORIAL SERVICE 

Kuetemeyer, Milwaukee, 1st vice presi- A. R. McGonegal, Clarendon, Va.; Mrs. 

dent; Mrs. Oscar G. Johnson, Minne- R. G. Schwarz, New Orleans, La., and It is the custom, each year, at the 

apolis, 2nd vice president: Mrs. Geo. Mrs. J. A. Bernardi, Salem, Ore. annual convention to hold a me:orial 

Doench, Cincinnati, 3rd vice president; Under the direction of Mrs. W. EE. service for the members who have died 

Miss Esther Schmeisser, Evancton, McAndrew, the American Flag was during the previous year. The service 
es lll, corresponding secretary; Mrs. J. presented, followed by the delegates this year was conducted by the follow- 
= Miller Heidweiler, Trenton, N. J., treas- singing the national anthem. Mrs. Liss ing: Mrs. Rose Friend, Milwaukee, 
Le urer. was presented with a gift from the chaplain; Mrs. Hattie Muller, Chicago, i 
ne The following past national presi- termania Chapter No. 552, Order of soloist; Mrs. H. Kuhlmann, Chicago, ac- ‘ 
dents were introduced: Mrs. E. D. Eastern Star of Illinois. The Past companist, and Mrs. Robert Liss. 


Hornbrook, Kansas City, Mo., the Presidents Club presented Mrs. Liss The delegates were asked to call out 
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Left to right: Mrs. W. E. McAndrew, Tampa, Fla., past national president; Mrs. E. D. 
Hornbrook, Kansas City, Mo., historian, and Mrs. J. Preston Perham, West Roxbury, 
Mass., past national president 


the names of the members of their locai 
chapter who had died during the year 
and as each name was called, a flower 
was placed on the altar. 

The following names were presented: 
Mrs. Gene O’Conner, Muskogee, Okla.; 
Mrs. Francis Margaret Taylor, St. 
Petersburg, Fla.; Miss Virginia Roos, 
St. Louis, Mo.; Mrs. Mary Walsh, St. 
Louis, Mo.; Mrs. Fred Flader, Evan- 
ston, Ill.; Mrs. Mary Park, Glencoe, 
Ill.; Mrs. Betty Jesperson, Chicago; 
Mrs. C. F. Taffe, Chicago, and Mrs. 
Fanny Bryson, Chicago. 

The second session was called to 
order by Mrs. Liss on Thursday morn- 
ing, June 27. Mrs. Liss presented Mr. 
George W. Frank, of Buffalo, New 
York, vice president of the National 
Association of Master Plumbers, who 
welcomed the delegates of the auxil- 
lary. 

Mr. Frank spoke in part as follows: 
“I bring you greetings from President 
Calnan and the officers, the board of 
directors and its members, and I know 
those greetings come from the hearts 
of every member of the association.” 
He went on to say that the members 
realize that the women were the foun- 
dation of all their work and that their 
“continued service to the head of your 


home, and the welfare of that home 
and to the industry” is deeply appre- 
ciated. 

Mr. Frank closed his remurks by 
saying: “We have, in the coming year, 
many problems which we must solve. 
The changing conditions of our indus- 
try are such that we need the assist- 
ance of all those that are interested 
with us, to keep this great organization 
together and I look to you in the com- 
ing year, and assure you that my serv- 
ices will be at your beck and call at 
any time, to do everything that I pos- 
sibly can to keep this great organiza- 
tion together.” 

Mrs. George Doench, of Cincinnati, 
third vice president of the auxiliary, 
responded to the greetings by Mr. 
Frank and pledged the support of the 
Women’s Auxiliary to the service of 
the master plumber and the plumbing 
industry. The delegates voted to give 
the National Association of Master 
Plumbers their undivided loyalty and 
support in the future. 

The minutes of the sixteenth annual 
convention, held in Washington, D. C., 
were read and approved with a few 
minor corrections, followed by the 


reading of communications and the 
presentation of bills. 


< 
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Reports were presented by the yari- 
ous state presidents. Mrs. Neils Jep 
son, president of the Massachusetts 
auxiliary, read the report for that state. 
Mrs. W. E. Jameson, of Houston, state 
president for Texas, was not present, 
but one of the delegates reported that 
there were five local auxiliaries in 
Texas. Mrs. Ed. Maurer, of Cleveland, 
Ohio state president, was not present, 
and a delegate read the report. Mrs. 
Wm. Hughes, of Detroit, stated that 
the Muskegon and Detroit locals were 
the only ones now functioning. 

Mrs. Henry Williamson, of New Jer- 
sey, reported five local auxiliaries with 
a total membership of 111. The Ore- 
gon report was sent in and read by 
the corresponding secretary. Oregon 
has two local chapters, one in Portland 
and one in Salem. Mrs. Lee Sheffield 
read her report for the Florida state 
auxiliary. Mrs. L. C. Pugh, of Racine, 
read the Wisconsin report. Mrs. Met- 
calf, of Rockville Centre, reported 13 
local chapters in New York State. Mrs. 
Robert Barrett gave the report for 
Washingtcn, D. C., as having 30 active 
members. The corresponding secretary 
read the Connecticut report, which 
showed 5 local auxiliaries, 46 members 
and 9 members-at-large. Mrs. Fred 
Hager, of Chicago, reported 7 local aux- 
iliaries, 107 active members and 2 mem- 
bers-at-large for Illinois. 

A motion was made and carried that 
written reports submitted by states, as 
well as oral reports, should be incor- 
porated into the minutes of the meet- 
ing. The motion also included reports 
from local chapters where no state 
auxiliary exists. 

The reports from local auxiliaries 
where there is no state auxiliary were 
the next to be received. Wilmington, 
Del., reported a membership of 36 
women. Philadelphia reported 56 ac- 
tive members. Mrs. Clayton reported 
a membership of 19 in the Denver, 
Colo., chapter. Mrs. Wm. E. Wood, of 
Clarendon, Va., reported 19 members in 
the Northern Virginia Auxiliary. Min- 


neapolis reported 34 members and 





Left to right: Miss M. Schoenhofen, Margaret Rutherford, Mrs. 


Laura Schoenhofen, president, Detroit auxiliary and Mrs. G. 


Kriese, all of Detroit; Miss Esther E. Keller, Plumbing and Heating Industries Bureau, Chicago; Miss Virginia Ernst, Mrs. G. A. 
Oxler, Mrs. W. J. Ernst and Miss Alice Ernst, all of Kansas City, Mo. 
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water user. No single fea- 
ture counts as much in the 
long run. This is the answer 
to the recognized leadership 
of Myers Water Systems. 
Quality exemplified in ex- 
pertly designed units every 
inch of which is built to pre- 
cision standards, protects 


you and your customers by 





insuring maximum satisfac- 
tion, long life and economy. 
It is this standard of per- 
formance that will enable 
you to increase your water 


system business this summer 


and fall. 
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Your inquiry will receive 


prompt attention. 
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Became an Industry 





The commanding position of Century 
Motors in the field of Air Conditioning 
is the result: 


—of more than 31 years’ successful 
preparation and continuous progress 


—of being ready, in advance, with every 
type and size of motor necessary in de- 
veloping and perfecting 


Refrigerating Machines .. Blowers 
Fans..Pumps..Stokers..Oil Burners 
and Similar Equipment 


—of the experienced ability to meet 
and often anticipate all the exacting 
requirements of this industry. 


Regardless of your requirements, Cen- 
tury Motors give you definite assurance 
of reliable, continuous performance. 


Single Phase, Polyphase, Multispeed, 
Capacitor and Direct Current Motors. 


Sizes, 1/250 to 600 Horse Power... 
Consult Century Engineers. 


CENTURY ELECTRIC COMPANY 


1806 Pine Street f , St. Louis, Mo. 
Offices and Stock Points in Principal Cities 


1/250 TO 600 
HORSE POWER 
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Left picture, standing, left to right: Mrs. L. P. Markowski, Mrs. C. A. Burmeister and Mrs. L. A. Goldacker; sitting, Mrs. John 


Blair, Mrs. R. Weber, Mrs. Wm. E. Bahn, and Mrs. C. H. Heagle, all of Chicago. 


Right picture, standing: Miss Lois Hanley, Mil- 


waukee: Mrs. J. Feiner, Racine, Wis.; Mrs. W. J. Hofer, Mrs. W. Tesch, Miss M. Denzel Bond and Mrs. D. W. Meyer, all of Mil- 
waukee; Mrs. N. C. Holgard, Racine, Wis., and Mrs. F. C. Kuetemeyer, Milwaukee; sitting, Mrs. J. A. Murphy, Racine, Wis.; Mrs. 
F. Zien, Milwaukee; Mrs. L. C. Pugh, Racine, president Wisconsin state auxiliary; Mrs. C. Pelunek and Mrs. David Stern, both of 


Memphis reported 12 active members. 

Minneapolis reported that an ordi- 
nance had been passed requiring all 
grocers, meat markets, drug stores and 
beer parlors to install hot water tanks 
and sinks. This ordinance was backed 
by the local master plumbers and the 
Women’s Auxiliary. 

The reports from the national direc- 
tors were received. Mrs. J. O. Stapf, 
Albany, N. Y., had no report. Mrs. 
Fanning of Florida reported not much 
activity during the past year but was 
optimistic for the future. Mrs. Clayton 
of Colorado had no report for the pre- 
vious year but expressed the hope that 
there would be more auxiliaries formed 
in that state during the coming year. 
Mrs. J. Preston Perham, chairman of 
the board of directors, reported that 
she had visited all except one of the 
local chapters in Massachusetts and as- 
sisted the state president in one instal- 
lation. 

The auditing committee reported that 


Milwaukee 


the books of the treasurer had been 
audited and found correct. The com- 
mittee complimented the work of the 
treasurer and proposed that she be 
given a rising vote of thanks. The 
credentials committee reported 160 del- 
egates present. The treasurer made the 
annual report which was accepted and 
placed on file. 

The afternoon session was called to 
order by Mrs. Liss and the report of 
the sanitation committee was pre- 
sented. Mrs. Corcoran, of New Jersey, 
the chairman, was not present so her 
report was read. This report told cf 
the activities of this committee during 
the past year in regard to the drive 
for better sanitation facilities in depart- 
ment stores, schools, gas stations and 
public rest rooms. The report told of 
form letters that had been made up 
and sent to the various local commit- 
tees which in turn were to be sent to 
buildings where unsanitary conditions 
were found. The report revealed the 





Standing, left to right: Miss G. Goldacker, Miss D. Burmeister, Miss G. Matthews and 
Miss Jane Matthews; sitting, Miss Irene Nelson, Mrs. Robt. Nelson, Miss Marion Weber 
and Miss Heagle, all of Chicago 


efforts this committee is exerting in its 
drive for better sanitary conditions all 
man were then called for and received. 
over the country. 

Mrs. Liss introduced Miss Esther 
Keller, of the Plumbing and Heating 
Industries Bureau, Chicago, who ad- 
dressed the delegates on the subject 
of publicity for the Women’s Auxiliary. 
The subject of her talk was “Getting 
Your Auxiliary into the Newspapers.” 

Following Miss Keller’s address, the 
reports from the local sanitation com- 
mittees were called for. The report 
from the State of New Jersey was read 
which told of the activity of this com- 
mittee in its drive for better sanitation. 
This committee received invitations to 
speak before parent teachers associa- 
tions, Lions and Kiwanis clubs, and 
through its efforts new plumbing fix- 
tures had been installed in various 
stores and public buildings. 

Mrs. Stapf reported for New York 
and told about the form letters that 
had been sent to restaurants and hotels 
where unsanitary plumbing conditions 
were discovered. Mrs. McAndrew, from 
Florida, reported of the many public 
rest rooms, schools, stores, beauty par- 
lors, gas stations, restaurants, etc., that 
had been inspected and of the letters 
that were sent where unsanitary con- 
ditions were found. Other reports read 
were from Minneapolis, St. Louis, Del- 
aware and Massachusetts. 

Mrs. E. D. Hornbrook, of Kansas 
City, Mo., presented the financial re- 
port of the Memorial Loan Fund for 
Girls. Following the financial report 
several letters were read from girls 
who are being assisted this year and 
who expressed their gratitude and ap- 
preciation for this financial help. 

Mrs. Hornbrook read a report on the 
Junior Auxiliaries, of which she is 
chairman. She outlined the purpose of 
these auxiliaries, 
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Cincinnati Auxiliary 
Sponsors Card Party 
Members of the Women’s Auxiliary 
to the Master Plumbers Association of 
Cincinnati, Ohio, sponsored a card 
party in the assembly room of the City 
Ice and Fuel Co. on Friday evening, 
May 31. A large crowd attended. 





Racine Auxiliary 
Closes Successful Season 

The Women’s Auxiliary to the Mas- 
ter Plumbers’ Association of Racine, 
Wis., held its last meeting of the cur- 
rent year on Thursday afternoon, May 
16, at the home of Mrs. August Ernest, 
1531 West Boulevard. -The auxiliary 
elected Mrs. James Murphy as delegate 
to the Chicago convention of the Wom- 
en’s Auxiliary to the N. A. M. P. It 
was also decided to hold the annual out- 
ing for members and their families at 
Forest Park on Thursday, July 18. 

The next meeting of the auxiliary will 
be held October 18 at the home of Mrs. 
Nels C. Holgard. 





Jacksonville Auxiliary 
Celebrates Birthday 
The Women’s Auxiliary to the Mas- 
ter Plumbers Association of Jackson- 
ville, Fla., celebrated its birthday with 
a fish fry at North Shore Beach on 
May 25. More than sixty persons were 
in attendance to enjoy the various 
games and contests. Mrs. D. A. May- 
field, Harvey Lauback, Robert Robert- 
son and Roy Greelish were victors in 
the various races. 
The Jacksonville auxiliary just re- 
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cently elected the following officers for 
the ensuing year: Mrs. Leon Davis, 
president; Mrs. Ray Foxworth, first 
vice president; Mrs. Robert Barrett, 
recording secretary, and Mrs. Charles 
Koegel, corresponding secretary and 
treasurer. 





Florida Appoints 
Two State Officials 

Mrs. Lee R. Sheffield of St. Peters- 
burg, Fla., president of the Women’s 
Auxiliary to the Florida Master Plumb- 
ers Association, has announced the ap- 
pointment of the corresponding secre- 
tary and the parliamentarian for the 
state auxiliary during the ensuing year. 
Mrs. William Forsythe, St. Petersburg, 
will serve as corresponding secretary 
and Miss Kathleen Rogers, Lakeland, 
has accepted the appointment as par- 
liamentarian. 

The names of the other state auxiliary 
officers, elected at the organization’s re- 
cent annual convention, were given in 
the June issue. 





State Leaders Attend 
Orange Auxiliary Party 

A card party, held at the home of 
President Mrs. Albert Ruehl, Newark, 
on Friday evening, June 7, was the 
closing feature of the season of the 
Orange (N. J.) Women’s Auxiliary. 

Fifteen tables were in play and de- 
licious refreshments were served. 

The committee in charge of the af- 
fair was composed of Mrs. A. Ruehl, 
Mrs. James Lewis and Mrs. George 
Fricke. 

Among the guests present were Past 





Picture taken at the tea given in celebration of the tenth anniversary of the Florida 
State Women’s Auxiliary. The birthday cake is in the foreground. Those in the picture 
are, left to right: Mrs. Mabel McAndrew, Tampa, past national president; Mrs. T. H. 
Thompson, Jacksonville, past state president; Mrs. F. R. Fanning, Winter Park, national 
director; Mrs. Frank Williams, Tampa, past state president; Mrs, C. M. Hancock, St. 


Petersburg, state corresponding secretary; Mrs. 


Lee R. Sheffield, St. Petersburg, state 


president; Mrs. J. E. H. Dorsett, Lakeland, state Ist vice president; Mrs. Chas. Koegal, 
Jacksonville, state treasurer; Mrs. V. C. Grant, Daytona Beach, past state president; Mrs. 


Elizabeth Phillips, Lakeland, past state president 
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State Presidents Mrs. Henry William- 
son, Montclair, and Mrs. Leslie H. Wil- 
liams, Orange; Past State Secretaries 
Mrs. T. Berg and Mrs. George Brenner, 
of Orange; State Treasurer Mrs. J. 
Heyrich, Montclair; Past Presidents of 
the Orange Auxiliary Mrs. John Daum, 
Mrs. Frederick Hoffman, Mrs. Arthur 
Trappers and Mrs. L. H. Williams; 
Edward P. Ingram, Jersey City, New 
Jersey State association president; 
George Brenner, Orange, fourth state 
vice president; James Lewis, Newark, 
past president of the state association, 
and other representatives of the New- 
ark and Montclair organizations. 





Albany Auxiliary’s Sanitation 


Committee Is Active 

At a recent meeting of the Albany (N. 
Y.) Women’s Auxiliary, at the home of 
Mrs. Edward Fitzimmons, Mrs. Roy 
Dudley gave an encouraging report of 
the Sanitation Committee’s work and 
stated that Letter No. 1 had been mailed 
to the places about which complaints 
had been received. 

Mrs. Fitzimmons was assisted by Mrs. 
Shepherd as hostess and cards were 
played and refreshments served after 
the business was transacted. 

At a later meeting, held at the home 
of Mrs. Manifold, State Sanitation 
Chairman, Mrs. J. O. Stapf gave a com- 
plete report of the New York state con- 
vention. The success of the convention 
was also corroborated by Mrs. Roy Dud- 
ley, Mrs. Henry J. Noord, Mrs. William 
Ryan, Mrs. J. Adams, Mrs. W. Cassedy 
and Mrs. Houseweller, also 
in attendance. 

Mrs. Charles Lefler reported on a 
movie theater in Rensselaer which had 
no toilet or rest room and immediate 
action was taken by the Sanitation 
Committee. 

Plans for the anniversary party of 
the auxiliary on July 17 were discussed 
but no definite action was taken. 

After the meeting the members were 
entertained with cards and luncheon. 
Mrs. Manifold and Mrs. Ringler were 
the hostesses. 


who were 





Nassau County Has Final 
Charity Card Party 
The final annual card party of the 
season, held for the benefit of Welfare 
Camp by the New York City and vicin- 
ity auxiliaries, was conducted by the 
Nassau County Women’s Auxillary at 
Odd Fellows’ Hall, Hempstead, on 

Wednesday evening, June 12. 


State Presidents Mrs. William Met- 
calf, State Secretary Mrs. William 


Bloeth and Local President Mrs. E. Sel- 
zer, with the other auxiliary and asso- 
ciation members, welcomed the guests 
who came from Brooklyn, Queens and 
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PROTECT THE WATER 
SUPPLY WITH THE 


SLOAN 


VACUUM BREAKER 


The SLOAN Vacuum Breaker has a full l-inch 
opening from the atmosphere into the supply 
connection to the fixture, which absolutely 
prevents a vacuum of any degree from caus- 
ing back-syphonage. 


The SLOAN Vacuum Breaker is easily ap- 
plied to old installations as well as new and 
is guaranteed to prevent back-syphonage 
with any make of flush valve when properly 
installed above the spill line of the fixture. 


SLOAN VALVE CO. s CHICAGO 
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Note the long seating surface between the plug and the seat of this Fairbanks 
Bronze Regrinding Valve, Fig. 0501-P. This insures an absolutely tight joint and longer 
life where fine adjustment and control are necessary, or where there is excessive wire 
drawing or destructive action on the seat and disc, such as when used for drip, drain, 


throttling, etc. 
Being ground into its own seat, the plug gives uniform contact over a long seating area and fits perfectly. | 


The stream flow is uniformly distributed when passing between the plug and seat so that the force of the 


stream cannet be concentrated on any part and cause erosion or wire drawing. 
Other outstanding features of both the Globe and Angle types are explained in Bulletin 0501-P. Write 


for a copy. 


THE FAIRBANKS COMPANY 395 LAFAYETTE ST., NEW YORK, N. Y. 
Manufacturers of Valves, Hand Trucks and Wheelbarrows 
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Rockaway. Among the guests were 
‘Past State Association President Wil- 
liam Foley and Mrs. Foley; Local Aux- 
iliary President Mrs. Henry Billharz, 
Mr. and Mrs. H. Budrie, Past President, 
Mrs. Jacob Stockinger and Mr. Stock- 
inger, all of Queens; ten from Brooklyn, 
including Local President Mrs. M. J. 
Kennedy and of Greater New York City 


Association President Mr. Kennedy; 
State Treasurer Mrs. E. Pautch and 
Mr. Pautch. President Mrs. William 


McNaught headed the delegation from 
the Rockaways. 

Honors at cards were won by the 
following: J. Glucker, D. Mazzok, Mrs. 
James Metcalf, E. Floersch, Gus Zimin- 
ski, Mrs. J. Kobel, R. G. Bookhout, Mrs. 
E. Pautch, Lionel Kip, H. Budrie, Mrs. 
William Foley. 

Refreshments and a general good 
time followed the games. 





New Jersey Group 
Elects Officers 


The Women’s Auxillary to the New 
Jersey State League of Master Plumb- 
ers, Inc., met at the Maplewood House, 
Greenwood Lake, N. J., June 15, and 
elected the following officers: 

Mrs. A. J. Hoffman, Verona, presi- 
dent; Mrs. Joseph M. Dericks, West 
Paterson, vice president; Mrs. Edwin 
R. Saxon, Verona, secretary; Mrs. John 
Meffert, Union City, treasurer; Mrs. 
Frank Bilowith, Clifton, sergeant-at- 
arms. The following trustees were 
elected: Mrs. John De Graff, Paterson; 
Mrs. Thomas Wasniewski, Clifton; Mrs. 
Charles H. Koster, East Rutherford. 

A banquet was held in the evening, 
which was attended by master plumber 
members of the league as well as by 
the Auxiliary members. 





Queens Auxiliary 
Holds Final Meeting 

The Queens (New York City) Wo- 
men’s Auxiliary concluded the season 
with its regular June meeting at the 
Knights of Columbus Hall, Jamaica. 

After the business was brought to a 
close, refreshments were served to the 
members and the master plumbers who 
joined the gathering. Miss Appleton 
was winner of the special prize. 

The auxiliary will resume its meet- 
ings on September 5. 





Neighboring Groups 
Enjoy Bronx Card Party 


The annual card party for the benefit 
of the Welfare Camp of the Bronx 
Women’s Auxiliary followed the Brook- 
lyn party by a week, being held Satur- 
day evening, May 11, at the Auxiliary’s 
headquarters. 
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A merry crowd of about a hundred 
enjoyed the evening with cards and a 
general good time. State Vice-president 
S. George Arnone, Bronx, won not only 
the prize for cards at his table but also 
the special cash prize. M. J. Kennedy, 
Brooklyn, president of Greater New 
York Association, was another prize 
winner, an attractive reading lamp be- 
ing his selection. Other prize winners 
were, for non-players: Messrs. Eagan, 
Platt, Ebner and Mesdames_ Roth, 
Smalstitch and Oakes. Another group 
of prizes were won by Miss Alice Roth, 
first state vice-president, Frank Roth, 
Bronx, president Bronx Association, 
Mesdames Hotchkiss, Billharz, Hill, 
Kropke and Koonemeyer. With the ex- 
ception of a chromium shelf, donated 
by Moucha & Quelch, the members con- 
tributed the prizes. 

Some guests from the neighboring 
auxiliaries and associations were: Mr. 
and Mrs. E. Pautch, Brooklyn, state 
auxiliary treasurer; Mr. and Mrs. John 
Sharp, president of Manhattan Auxil- 
iary; Mr. and Mrs. Henry Billharz, 
president of Queens Auxiliary; Mr. and 
Mrs. M. J. Kennedy, president of Brook- 
lyn Auxiliary. 
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Miss Alice Roth was chairman of the 


committee, composed of Mesdames 
Ebner, president; Platt, Grant, Guerr, 
Riehm, Smalstitch, Oakes, Arnone and 
Kroepke. 

A dainty repast was served at the 
conclusion of the games. 








Welfare Camp Benefited 
by Rockaway Card Party 

Mrs. Peter Scott was chairman of 
the committee whose efforts were re- 
sponsible for the success of the charity 
card party of the Rockaway and Broad 
Channel (N. Y.) Women’s Auxiliary, 
held at the American Legion Hall, Far 
Rockaway, on the evening of June 5. 
Mrs. E. Strochein, Mrs. Walter Hock 
and Mrs. Thomas Nolan were the other 
members of the committee. 

Guests from the Queens, Brooklyn 
and Nassau County women’s auxiliaries 
and plumbers’ associations were pres- 
ent. 

Dainty refreshments were served. 
Mrs. William McNaught is president of 
this most recently organized auxiliary 
in New York. 





The Sanitation Route as Viewed 
by Various Auxiliary Leaders 


Stimulation 

We in New Jersey feel we had quite 
a head start on the National Auxiliary 
in this Sanitation Investigation work, 
for we had been working along this 
line for two years before the national 
campaign was adopted at the conven- 
tion in Washington last May. In fact, 
we feel quite proud of our achieve- 
ments and of the fact that all of our 
local auxiliaries have cooperated whole- 
heartedly in this work from the very 
beginning. 

As one who had always believed 
most implicitly in the ability of the 
auxiliary to accomplish important 
things for the industry, I was happy 
indeed when the sanitation work was 
adopted as a national measure. And 
it has been a joy to cooperate with 
the many enthusiastic groups. 

However, there are still a large 
number of auxiliaries which are either 
unfamiliar with the procedure or un- 
acquainted with the possibilities and 
advantages offered. 

As previously explained, the pro- 
cedure in this investigation work is 
simple. It just means that when any 
of your members visits a restaurant, a 
tea room, a moving picture house, a 
theater, a gas service station, a de- 


partment store, or any other public 
place, she should make it a point to 
step into the rest room and 0»note 
whether it is clean and inviting m 
appearance or dirty and insanitary. 
Whatever the conditions, she should 
report them to the local chairman at 
the next auxiliary meeting, who in 
turn will write a letter, over the 
auxiliary signature, commending the 
manager or proprietor of the place 
where a clean rest room has been 
found or requesting improvement in 
equipment and conditions where in- 
sanitary conditions prevail. (Copies of 
these letters will be furnished by me.) 
Records of this Sanitation Investi- 
gation progress may be kept in the 
form of wall charts—one bearing the 
names of places reported in bad con- 
dition and headed “In Process,” the 
other entitled “Perfected,” containing 
the names of places found in good 
condition. As work is completed on 
the first list, names should be trans- 
ferred to a second chart and desig- 
nated by a small star indicating ac- 
complishment. Typewritten copies of 
these charts should be forwarded 
periodically to the state chairman, and 
especially just previous to the national 
convention so that these copies may 
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accompany the state report on the 
sanitation activity. 

Indeed there is work for every mem- 
ber of every auxiliary throughout the 
country in this national effort to 
“Make the rest rooms safe for the 
public!” MRS. J. J. CORCORAN, 
Chairman, Sanitation Investigation 

Committee, Women’s Auxiliary, N. A. 

x. PF. 





Charity Card Party 
Attracts Large Crowd 


A grand success was the verdict of 
the 200 members and guests who par- 
ticipated in the annual charity card 
party for the benefit of Welfare Camp, 
held at Tilson’s Amber Lantern, Flush- 
ing, on the evening of May 17, by the 
Queens (New York City) Women’s 
Auxiliary. 

Guests from the other New York City 
auxiliaries and Nassau County were 
present with their husbands. The 
Brooklyn Union Gas Co. was repre 
sented by J. E. Kelly and James F. 
Howley, Jr. 

Among those who won honors during 
the evening were: M. Donohue, Mrs. 
Werber, Grace Eck, Charles Reitman, 
Mrs. Schumacher, Mrs. B. Dolcy, M. 
Bouch, Mrs. W. Giepal, Anna Beck, M. 
Wilson, W. McCormick, A. Turnbull, G. 
Rooney, Mrs. Borney, J. Mittasch, V. 
Burdie, M. J. Kennedy, E. Seltzer, Mrs. 
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A. Ochs, C. Werber, G. Light, Mrs. H. 
Billharz, M. Doscher, Tom Whalen, M. 
Duttenheffer, G. Moonan, John Rogers 
and J. Eck. 

Delicious refreshments were served. 








Trenton Prepares for 


Regular Summer Outing 

Plans for the regular outing of the 
Trenton (N.J.) Women’s Auxiliary 
were discussed at the June meeting, 
held at the home of State Secretary 
Mrs. John C. B. Wouters. The affair 
will be in the form of a family picnic 
and will be conducted at Washington 
Crossing on July 10. Mrs. Fred Nitz, 
second vice president of state auxiliary, 
was appointed general chairman of the 
supper committee, and Mrs. Charles 
MacQueen of the sports committee. 

The auxiliary also decided to hold an 
open house on Monday, September 30, 
at which time all nonmembers will be 
invited. 

Following the business meeting, the 
members were joined by their husbands 
and a social hour was enjoyed. 





Brooklyn Members Plan 


Summer Excursion 

While the meetings of the Brooklyn 
(New York City) Women’s Auxillary 
are usually held in the afternoon, a 
deviation from the regular custom was 
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followed at its June gathering, held on 
Monday evening, June 10 at its club 
rooms. This is the final meeting until 
after the vacation season. 

Tentative plans were discussed for 
an excursion trip to Indian Point dur- 
ing the summer. It was decided that 
when meetings are resumed in October, 
arrangements will be made to alternate 





Left to right: Mrs. H. D. Jost, secretary of 
the Brooklyn Women’s auxiliary and Mrs. 
Matthew J. Kennedy, president of the 
Brooklyn auxiliary photographed at the 
annual convention of the New York State 
auxiliary, held recently in New York City 


the time for holding them, one being 
held in the afternoon and the next in 
the evening. 

After the transaction of the business, 
refreshments were served. The special 
prize, a novel orange squeezer, was won 
by Mrs. Earl Simmons. 





Acclaimed a 


WINNER! 








At the N. A. M. P. CONVENTION, the New 
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The above illustration shows the cabinet closed. The one at the right, 
opened, to show the ample drawer and cupboard space. 
We specialize in custom built stainless steel and Monel Kitchen Sink 





was acclaimed the “HIT OF THE SHOW.” 


The ELKAY is a combination cabinet and sink unit, 
designed to meet the demands of the housewife for 
a cabinet that combines utility, comfort, convenience 
and ample drawer and cupboard space with attract- 
iveness and space economy. Sink of finest quality 
stainless steel with single bow! and double drain- 
board, sound deadened and insulated. Cabinet of 
heavy gauge auto body steel, attractively finished 
in white enamel. You'll be amazed at the LOW 


PRICE of this unit. 


Write today for Literature and Price. 


ELKAY MFG. COMPANY 


4706 ARTHINGTON STREET : CHICAGO 
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Left to right: Joseph Tanet, Josam Mfg. Co., Michigan City, Ind.; Cliff Mahaffey, Chicago representative, Hays Mfg. Co., Erie, Pa.; 
I. H. Russell, Dole Valve Co., Chicago, Ill.; A. Redmond, Kalamazoo, Mich.; Joseph Goodrie, Goodrie Flush Valve Co., Chicago, 
Ill.; Ed. Stringer, Highland Park, Ill., and S. J. Jacoby, St. Louis, Mo. 


N. A. M. P.— 


((Continued from Page 67) 


were seniors during the past year and 
one was a junior. There are seventeen 
students in addition to the scholarship 
students taking the course in plumb- 
ing, heating and ventilating at Car- 
negie Institute of Technology. Further 
particulars of the scholarship commit- 
tee’s report are given in an earlier part 
of this story. 


CONFERENCE COMMITTEE 


The report of the Conference Com- 
mittee was rendered by Henry O’Calla- 
han, chairman, who emphasized the 
importance of establishing more con- 
ference committees. The report 
stressed the assistance such commit- 
tees can lend in promoting harmony 
between contractors, wholesalers, man- 
ufacturers and journeymen. 


REPORTS ON APPRENTICESHIP 


Robert H. Pflug-Felder of Philadel- 
phia, chairman of the Apprenticeship 
Committee, gave a complete report on 
the accomplishments of this group. Mr. 
Pflug-Felder pointed out that a Federal 
Committee on Apprentice Training has 
been formed. He feels that the N. A. 
M. P. Apprentice Committee should co- 
operate closely with this federal group. 
Actual administration of rules and reg- 
ulations for apprentice training, how- 
ever, must be left in the hands of the 
various local and state groups, it was 
pointed out in the report by the ap- 
prentice committee. 

A. R. McGonegal, chairman, reported 
for the Sanitary Committee. Mr. Mc- 


yunegal told of the efforts made by 
the committee during the past year to 
collect state and city plumbing codes; 
to collect copies of court decisions and 
to collect reports of epidemics of water- 
borne diseases. 


ENTERTAINMENT PROGRAM 


An elaborate program of entertain- 
ment was provided by the Chicago as- 
sociation for those attending the con- 
vention. 

On Monday evening, June 24, there 
was a reception and dance in the Boul- 
evard Room of the Stevens Hotel. This 
was attended by members of the 
Women’s Auxiliary, delegates, guests, 
and exhibitors. On Tuesday evening 
members of the association were en- 
tertained at the Harris Theater with 
a special presentation of “Three Men 
on a Horse,” America’s outstanding 
comedy. This was preceded by an il- 
lustrated address on plumbing and its 
relation to health by Major Joel I. 
Connolly. 


CRUISE ON LAKE 


On Wednesday evening, those attend- 
ing the convention boarded the S. S. 
Roosevelt for a cruise on Lake Michi- 
gan where they could view Chicago's 
skyline at night. Music and dancing 
were provided and refreshments were 
served. The Presidential Ball on Thurs- 
day evening was a gala affair and was 
held in the Grand Ball Room of the 
Stevens Hotel. 

An equally elaborate entertainment 
program was provided for the women 
in attendance at the convention and 
this is covered in the report on the 
convention of the Women’s Auxiliary 





of the National Association, which ap- 
pears elsewhere in this issue. 


COMMITTEES IN CHARGE 


T. W. Merriman was general chair- 
man of the entertainment committee. 
Special committees were in charge of 
each day's entertainment, as follows: 

Monday—Charles Burmeister, chair- 
man; E. C. Wagner, Samuel Erman, 
Paul Grosse and C. H. Jesperson, vice 
chairmen; Paul Jacoby, Wm. P. Hodges, 
Antony Vyhnalek, Charles Roland, J. A. 
Boecher, Frank Kveton, John A. Cas- 
tans, W. H. Ritter, Edward Goldsand, 
Daniel Fyanes, A. M. Poehner, Jos. 
Kominsky and John Gorman. 

Tuesday—J. G. Zajicek, chairman; 
Charles McKay, John Blair, C. C. 
Breyer and C. K. Anderson, vice chair- 
men; William E. Bahn, Anton Kokaisl, 
V. R. Lundgren, Chas. W. Jones, H. E. 
Zenker, E. C. Oakes, Chas. Haigh, John 
Divito, J. J. Flanigan, Norman Kamish, 
Fred Hatch, Adolph Walter and Charles 
Kinzer. 

Wednesday—Henry Swade,. chair- 
man; L. H. Koepke, L. A. Goldacker, 
Peter Wolff and Ralph Reedy, vice 
chairmen; A. Marubio, Fred Gnadt, H. 
E. Kaplan, Arthur Kostlevy, F. C. 
Haussmann, Ed. Erman, C. E. Bishop, 
Bernard Dentzer, Richard Tait, Gerrit 
Heerema, Paul J. Hamer, William C. 
Wagner and H. J. Phillips. 

Thursday—J. Lloyd Walsh, chair- 
man: Walter Compton, R. A. Ferguson, 
Walter Sievers and William Redieske, 
vice chairmen; Charles H. Thumm, W. 
F. Gschwind, Harry Breetzke, B. A. Ly- 
nam. Paul Cerocke, E. H. Fitchette, R. 
L. Geaslen, Jr., A. Rubenstein, Charles 
Kedl, Henry J. Wendt, P. J. Collins, 
Gerald F. Mooney and James T. Cronin. 


Left to right: C. S. Johnson, Chicago; 
J. E. Little, Lexington, Ky.; Harold G. 
Wilson, Louisville, Ky.; O. L. Strickland, 
Wheeling, W. Va... and W. O. Zimmer- 


man, Madison, Wisconsin 
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PRODUCTS for DEALERS 





One-Piece 
Water Closet 


Shown in the accompanying illustration is a new one- 
piece water closet, just placed on the market, which 1s 
described as being so compact that it can be placed under 
a window or cupboard. One of the principal features of 
its design is the elongated bowl, the opening of which 
measures 15 in. long by 10% in. wide. The fittings are 
designed to insure efficient and quiet flushing action. It 
is stated that this equipment cannot be heard outside the 
room in which it is located. A vacuum breaker and 
check are incorporated in its design as a means of pre- 
venting back-siphonage. 

The tank for this one-piece closet is made to cover a 
minimum of wall space and the entire unit, it is statea, 
is fully self-supporting, so that it may be placed any- 
where. The finish of this equipment 1s intended to har- 
monize with the finest of decorative schemes. The item 
is made by Standard Sanitary Mfg. Co., Pittsburgh, Pa. 


New Valve Disk 
and Reamer 


In the accompanying illustrations are shown a new 
valve disc and reseating equipment. In connection with 
this a reamer is used which 1s said to give a smooth 
60 degree seat without regrinding. It 1s described as 
operating under counter-pressure which is intended to 
transmit a steady reaming pressure to the seat. A set 
of three discs is provided for insertion into the valve 
seat after reaming. The idea is that the bottom disc, 
which is the largest, will contact the top of the seat, 
and to effect a repair, all that should be needed is to 
remove the bottom disc. The next disc, having a 
smaller diameter, should contact lower in the seat, re- 
sulting in a tight joint. It is understood that the proc- 
ess 1s the same for making another repair with the 


One-piece water closet 


Set of valve dises 





smallest disc. The manufacturer indicates that the 
reamer may then be used to prepare the seat for another 
set of discs. This equipment is manufactured by Ed- 
ward O'Malley Valve Co., 11415 S. Michigan Ave., 
Chicago, II]. 


Oil Burning 
Cooking Range 

The illustration shows a newly developed oil burning 
cooking range. Described as being built of steel, with 
acid and rust proof porcelain flue and oven linings, this 
unit is designed to provide a uniform heat distribution 
over the entire top area and throughout the oven. A 
feature cited by the manufacturer for this equipment 
is the large reservoir section on the right-hand side, 
which may be adapted to a number of different uses. A 
list of these uses includes furnishing it with a water 
reservoir tank, furnishing it with a handy rack so as to 
use the compartment as a warming closet or installing 
auxiliary gas burners to afford a combination gas and 
oil range. The units are available either in beige tan 
and ivory porcelain enamel or plain finish. This is a 
product of Heater Devision, Motor Wheel Corporation. 
of Lansing, Michigan. 


New Line of 
Water Coolers 


The illustration shows one of a line of new water 
coolers. It is housed in a sheet steel cabinet, finished in 
black. It is described as being streamline in appearance, 
with a recessed sub-base to prevent any scarring of the 
panel which might result from kicking. 

A stainless steel top made in one piece and a bubbler 
and hand valve of chrome plated brass are among the 
features listed for this cooler. The manufacturer states 
that this item is equipped with an air cooled condenser. 


New valve using dises 


Oil burning cooking range 
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NO. ofa 


Available in 14, 16 and 
18 gauge. 29 inches in 
length. 9/16 in. O. D. 


- Ro. S72 


Available in 14, 16 and 
18 gauge. 6 in. x 10 in. 
9/16 in. O. D. 























A plumbing job is only as good 
as the materials installed. The 
moment you specify American 
Brass Goods, you assure your 
customer a good job. That's why 
so many contractors have stand- 
ardized on American Brass Goods. 
They know from experience that 
the job employing American Brass 
Goods will give their customers 
lasting satisfaction. 


Two examples of American superiority, 
the No. 572 and 573 Lavatory Supplies, 
are shown above. These have a re- 
duced top to fit inside of lavatory fau- 
cet shank and are furnished with cone 
shaped rubber seat and friction ring. 
Typical American quality. 


The secret of good plumbing is as sim- 
ple as A. B. G.* Don't take chances 

. specify American Brass Goods for 
every job. 











AMERICAN SANITARY MFG. CO. 














ABINGDON ILLINOIS 
— 
American 
BRASS 6000S 
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In most cases it costs less to use Fretz-Moon Pipe— 


even though it is recognized as a product of highest 


quality and uniformity. 


Figure it out for yourself. If the steel pipe you use 
is absolutely uniform—if every length is true to size, 
perfectly round, tightly welded, straight, accurately 
threaded, clean inside and outside and, in the case of 
galvanized finish, with a non-scaling, rust-resisting 
zinc alloy surface—if it bends, cuts and threads easily 
and is free from hard or burnt spots in the metal— 


then, obviously, it should cost less to install. 


And that is why Fretz- Moon Pipe is less expensive 


to use—because it offers these advantages. Judge for 


yourself. Try it on your next joband note the difference. 


FRETZ-MOON TUBE CO., INC. 


BUTLER + PENNA. 


FRETZ-MOON 






Pere 


BLACK AND GALVANIZED 
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Enameled pressed iron washfountain 








Electric water cooler 


motor and compressor. It is also stated that pre-cooling 
of the incoming water is obtained by wrapping the in- 
coming water lines around the outside of the evaporator 
shell to take advantage of the cold produced on the out- 
side of the latter. The final cooling of the water is done 
in the evaporator itself. A 34 in. drain runs straight 
from the top of the cooler to the drain line. Water 
regulator valves are provided to regulate automatically 
the flow of cooling water while the unit is running, and 
to stop the flow while the unit is idle. This line of water 
coolers is manufactured by Westinghouse Electric & 
Manufacturing Co., located in East Pittsburgh, Pa. 


Pressed Iron 
Wash Fountain 

The accompanying illustration shows an item which 
has just recently been introduced, and which has been 
designed to fill the need for a convenient group washing 
fixture. This equipment is made from enameled pressed 
iron, the bowl being described as a solid, one-piece iron 
stamping, reinforced with an angular disk. Features 
listed for this washfountain are its lightness, ease of 1n- 
stallation and ease in cleaning. ‘The diameter of the item 
is listed as 54 in. and its capacity is rated as being able 
to accommodate 10 persons. 

Bowl is available in white or gray porcelain enamel 
finish, with either a roll rim or a deep apron. The 
pedestal supporting the bowl may be obtained in either 
porcelain enamel or what is described as a high-baked 
synthetic enamel finish, and both the bowl and pedestal 
are listed as being acid-resisting. This equipment 1s 
manufactured by Bradley Washfountain Co., located at 
2203 Michigan St., Milwaukee, Wis. 


New Side- 


Suction Pump 

Pictured in the accompanying illustration 1s one of a 
new line of side-suction, centrifugal pumps which re- 
cently has been developed. These pumps are designed 
for general service conditions such as contracting and 
industrial work, as well as for intermittent service in 
other fields. They are made with the idea of giving a 
maximum efficiency with a minimum power consumption. 
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Side-suction centrifugal pump 





100 ampere are welder 


Capacities are rated up to 45U gallons per minute, at 
heads up to 100 ft. The impellers are of cast iron and 
are fully enclosed. Outstanding features listed for this 
line of pumps are compactness and simplicity, the only 
moving parts being the shaft, impeller and a ball bearing 
at the pulley end of the shaft which is intended to carry 
the thrust load and the belt pull. A grease lubricated 
sleeve bearing 1s provided at the impeller end of the shaft. 
The thrust bearing is designed to be adjustable, through 
the use of shims, so as to make it possible to take up 
wear between the impeller and the casing. One-piece 
cast iron frames and shafts of carbon steel are other 
features which are listed as being noteworthy by the 
manufacturer, Gardner-Denver Company. This company 
is located at Quincy, Ill. 


100 Ampere 
Arc Welder 

The accompanying illustration shows an arc welding 
machine of the motor generator type which is new on 
the market, and which has been designed to generate 
the low current necessary for arc welding sheet metal. 
It is rated to deliver as low as 30 amperes at the arc. 
Also, the manufacturer states that this machine is avail- 
able for use on any power line, including the ordinary 
110 volt circuit. This equipment is described as finding 
its greatest use in the welding of light gauge sheet metals 
and similar material. 

A current range of from 30 amperes to 125 amperes is 
listed for it. The generator is of the variable voltage 
type, with an NI.MA rating of 100 amperes. A dual 
control is provided for independent adjustment of circuit 
voltage and welding current. The motor is listed at 5 
h. p. and is of the squirrel cage induction type. Wing 
nut cable terminals are provided to permit the easy change 
of welding current polarity. The manufacturer states 
that the welder is normally 220 to 440 volts, but can be 
furnished for 110 or 550 volts, 3 or 2 phase, 60 or 50) 
cycles as desired. Also, it is stated, connections are 
available for reconnecting from 220 to 440 volts, or vice 
versa. This equipment is described as being 20 in. long, 
16 in. wide and 40 in. high, and as occupying less than 
214 sq. ft. of floor space. It is manufactured by The 
Lincoln Electric Company, 12818 Coit Rd., Cleveland, 
Ohio. 
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Automatic Self- 


Priming Pump 


The accompanying illustration shows what is described 
as an automatic, self-priming, compact, centrifugal 
pump. The feature of the equipment is the self-priming 
device, which the manufacturer states is positive, and 
which is placed on the same shaft with the motor and 
pump. Compactness is a feature of the equipment, and 
the manufacturer indicates that it is available for single 
or polyphase 50 or 60 cycle alternating current, as well 
as for direct current operation. This unit is manufac- 
tured by the Worthington Pump and Machinery Cor- 
poration, of Harrison, N. J. 

















Self-priming pump 


Low Current 
Arc Welder 


A new low current arc welder intended for use in the 
handling of lighter gauge metals recently has been an- 
nounced. This 50 ampere vertical welder is pictured in 
the accompanying illustration. A feature mentioned as 
being the outstanding one of this item is the high speed 
arc, which, it is stated, is self- stabilized through the use 
of an internal stabilizer winding. The unit is of the 
motor generator type, using a 3 h. p. squirrel cage motor 
which is intended to operate on any alternating current 
power line, including 110 volt single phase. The current 
is controlled through a single adjustment dial at the top 
of the housing. This equipment also features compact- 
ness, its width being given as 15 in., and its height 36 in. 
The manufacturer is the Harnischfeger Corporation of 
Milwaukee, Wis. 


Oil Burning 
Water Heater 


The water heater in the accompanying illustration is 
an oil burning one which has just been placed on the 
market. It is described as an improvement over an earlier 
line of oil burning water heaters. A description of the 
heater indicates that the tank is of heavy gauge copper- 
bearing steel, and that the tank and burner are separate 
units. The burner is thermostatically controlled. The 
motor is rated at 1/250 h. p. Its purpose is to supply 
forced draft in the proper amount regardless of chimney 
drafts and their fluctuations. It is stated that combus- 
tion during current interruption is by natural draft, 
which is followed by normal operation upon resumption 
of the current. This water heater is being built by Bock 
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Oil Burner Corporation, and this company is located 
at 124 S. Dickinson St., Madison, Wis. 


Gasoline 
Water Heater 


Just recently placed on the market is a new gaso- 
line burning water heater which has among the features 
listed for it, effectiveness and simplicity of design, ease 
of operation and compactness. The double heating coil 
is described as being constructed of non-corrosive, 34 
in. seamless copper tubing having a total length of 13% 
ft. It is stated that the jacket is of cast iron, the burner 
of malleable iron and the tank of heavy, lead-coated, rust- 
proofed steel. A brass hand pump is provided for build- 
ing up the tank pressure, which is indicated on a gauge. 
The burner is designed to light instantly without gen- 
erating, and is said to develop a hot blue flame in % a 
minute which is intended to be completely controllable, 
giving slow or fast heating capacity as desired. The 
manufacturer states that it burns with a non-smoking, 
odorless blue flame. The rating for this equipment is 
200 gallons of water heated to bath temperature with 
a consumption of one gallon of gasoline. Specifications 
indicate that the heater is 34 in. high, 10 in. in diameter 
at base, with the intake pipe 20 in. from the floor, 4 
in. pipe connections, with a fuel tank capacity of 1 gal- 
lon. The Turner Brass Works, located at Sycamore, IIl., 
is the manufacturer. 


Electric 
Spray Gun 

An electric sprayer lately has been placed on the mar- 
ket which is described as consisting of a small, motor- 
driven rotary compressor, air hose and gun. It is de- 
signed for the spraying of paint, enamels, insecticides, 
and the like. The compressor is built integral with the 
motor housing, and a specially constructed air filtering 
and silencing device is provided which is intended to 
deaden noise and produce quiet operation. The gun is 
described as being of the internal break-up type, using 
pressure on the material in the container as a means of 
forming the spray. It is stated that the spray is instantly 
adjustable from a narrow line to a wide fan as desired. 
This equipment is made by the Electric Sprayit Com- 
pany, located at 320 E. Colfax Ave., South Bend, Ind. 
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ASBESTOS INSULATION 
FOR EVERY MARKET 











HE Ruberoid- 
Watson Line of 
Asbestos Insula- 
tion is complete. 
You have Asbestos 
Pipe Insulation for 
low, medium, or 
high tempera- 
tures, including 
85% Magnesia Products. 





There is Woolfelt Insulation 
for hot and cold water lines, 
range boiler jackets, 7 plas- 
tic insulations to meet in- 
dustrial needs, and a full line 
of Asbestos Block, Board 
and Paper specialties. 


You will find built into these 
insulation products startling 
improvements that assure 
more efficient control of Btu's. More- 
over, the Ruberoid-Watson line is 
sold with a merchandising plan that 
helps control profits. 


Once you hear the complete 
Ruberoid-Watson Insulation story,we 
know you, too, willbe impressed.Why 
not investigate and compare? Write 
Ruberoid-Watson, Insulation Divis- 
ion, 500 Fifth Ave., New York City. 


heRUBEROID ce 


ROOFING AND BUILDING PRODUCTS 
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Sponge Felt Tem- 
perature limit 
750° F. Even dis- 
tribution of a 
maximum sponge 
content assures 
‘super- efficiency’. 
Excellent for use 
on vibrating lines. 
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We've made 


our Reputation 
on Pipe that 
Safeguards yours! 








‘‘Good e I OR 35 years South 
enough Chester has been produc- 
methods ing pipe of the highest 
are not quality and workmanship. 

good For 35 years the prestige 
enough of Chester Pipe has con- 

for stantly increased — and 
CHESTER the public’s confidence in 




















plumbing contractors who 
install “Chester” has grown right along with it. 


Good pipe that will give years of trouble-free 
service is the finest kind of business insur- 
ance. Bid “Chester.” It gets business—and 
builds business. 


Because of our nearness to your market we 
can assure you of prompt and economical de- 
livery of Chester Pipe. Write for full particu- 
lars. 


South Chester Tube Co. 
Chester, Pa. 
New York Office: 30 Church Street 
Pittsburgh Los Angeles aed 


Fort Worth ulsa 


PIPE 


San Francisco 
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This section gives a report of the latest news of selected auto- 





matic heat and air conditioning products. Sales helps such as 
these work to open up new and increasing markets for dealers. 


Oil Burner 
Boiler Announced 

The accompanying illustration shows an oil burning 
boiler which has just been placed on the market. The 
main feature listed for this equipment is the construction 
of the water tubes, which are designed to divide the 
water into fine streams directly over the fire for rapid 
circulation and a maximum heating surface. Also, it 
is understood that a double row of five additional flue 
ways furnish additional secondary flue heating surface, 
splitting up the flue gases during their flow through the 
boiler passages. 

The design of the doors is worked out to allow 
the use of either a rotary or gun type burner, and it 
is stated that inspection and cleaning during operation 
are provided for. ‘This boiler is described as being built 
of special analysis grey cast iron, and it is stated that 
every unit is hydrostatically tested in the factory. The 
jacket 1s described as being finished in orange and black 
baked enamel. This equipment is manufactured by The 
Peerless Heater Co., Division of The Eastern Foundry 
Company, Boyertown, Pa. 


Home 
. 7 

Cooling Unit 

The accompanying illustration shows a unit which has 
just been placed on the market, and which has been de- 
signed especially for use in residences. This unit, when 
placed in the attic, is intended to bring about a com- 
plete change of air in the house every few minutes, cre- 
ating a circulation which off-sets summer heat. The 


Oil burning boiler 









Home cooling unit 


attic stairway, trap door, or special grilles in the ceil- 
ing may be used to convey the warm air from the house 
into the attic to be discharged to the outside by the fan. 
Features listed for this unit include quietness in opera- 
tion, portability, completeness and compactness. It 1s 
manufactured by Air Controls, Inc., located at 1933 
West 114th St., Cleveland, Ohio. 


New Air 
Conditioner 

Shown in the accompanying illustration is a newly 
introduced air conditioning unit, the main feature of 
which is its method of cooling air. This method is based 
on using the cooling effect produced by evaporating 
water handled by this unit. 

The evaporation of the water in the unit 1s described as 
being accomplished through the use of a wheel which 
rotates in a tank full of water, thus spraying the water 
out radially in the spray chamber. The manufacturer 
points out that the water is fed to the inside of the 
wheel, which is hollow-rimmed. An adjustable ball float 
is provided which is intended to replenish the tank only 
as fast as water is evaporated. A combination overflow 
and drain connection is designed to insure a maximum 
water level and to allow easy draining and flushing of 
the tank. The motor which drives the spray wheel ts 
described as being small, quiet and floated in rubber. 
The motor is mounted outside the spray chamber, and 
it is stated that no moisture comes in contact with it. 
The eliminator plates between the blower cabinet and 
the spray chamber are designed to allow the passage of 
air into the blower cabinet, but to stop all moisture. A 


Hydraulic tempera- 
ture control 





New air conditioning unil 
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A Single Policy— 


@ NEVER-SPLIT Seats have always been 
| sold only through recognized plumbing job- 
| bers and contractors. The NEVER-SPLIT 
1 SEAT COMPANY established this policy 
| when it started business 32 years ago. Wit- 
| ness this one unbroken “chain” of faith. 
NEVER-SPLIT SEAT CO. manufactures in 
this single, central location (Evansville, 
Ind.) all styles and colors, ranging from the 
low-priced varnished and sprayed seats to 





the highest priced Sea Pearl Sheet Covered 


| and Hard Rubber Seats. 


Strong Selling Helps— 


@ Construction models, folders, display 
| stands, cross sections, color swatches, etc. 
| ... all supplied without obligation. Hun- 

dreds of dealers and scores of jobbers are 
| using these sales tools to help build busi- 
| ness, You are invited to do likewise. 








| Above: Never-Split Sheet 
Covered Seat No. 296-2 


Sell NEVER-SPLIT and 
| EVERNU Seats... 


| For quick profits and satisfied customers. 
The patented NEVER-SPLIT hidden-screw 
construction never splits. The durable 
| NEVER-SPLIT varnish and sprayed fin- 
: ishes will satisfy your greatest demand. 
NEVER-SPLIT _ scientifically-built Sheet 
Covered seats, all hand covered, will please 
your more discriminating trade. And 
EVERNU hard rubber seats (patented) are 
your entering wedge in selling contract in- 
stallations to hotels, apartments, office build- 
ings, schools, etc. 


Sell NEVER-SPLIT! Refer to our Catalog 
K for complete details. Write for informa- 


tion on the new NEVER-SPLIT sales helps. 


NEVER-SPLIT SEAT CO. 
Evansville, Indiana . . . U.S.A. 
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separate motor drives the blower which, it is stated, may 
be set so as to discharge in any direction required for 
any installation. This unit is made by Spray Wheel 
Air Conditioners, Inc., located at 1226 California St., 
Denver, Colo. 


Temperature 
Control System 

The item in the accompanying illustration is described 
as an electro-hydraulic temperature control system. It 
is described as consisting of an electric thermostat of 
the liquid expansion type, equipped with a commutator 
switch carrying six separate contacts. The purpose of 
this thermostat is to operate a valve actuator. The valve 
actuator, it is stated, consists of a piston which is moved 
up and down in a cylinder by oil pressure from a motor 
driven pump. The motor is intended to be started and 
stopped by the thermostat in such a way that the valve 
will adjust itself to a throttling position between open 
and closed, just sufficiently to maintain the desired tem- 
perature. 

The instrument is said to be designed for use with tem- 
peratures ranging from 50 degrees below zero to 950 
degrees above, and with valves suitable for steam, water, 
oil, gas or brine. It is pointed out that both the sensi- 
tivity of the thermostat and the speed of valve travel are 
adjustable, so that the control can be synchronized with 
the heat cycle. This equipment is manufactured by 
Wilbin Instrument Corporation, located at 40 East 34th 

t., New York City. 


Vent Valve for 
Oil Burner Systems 

This illustration pictures a valve which has been de- 
signed for venting air in oil burner systems. The pur- 
pose of this valve is to release automatically all air in 
the system each time the burner starts, thus enabling the 
pump to pick up oil without being primed. The manu- 
facturer states that the valve always should be connected 
to the discharge side of the pump, and should be locate: 
above the pressure regulating valve. When the burner 
starts, the discharge port of the pump is open to the 
atmosphere through the vent valve, the return line and 
the breather, and when the system is voided of air and 
the pump picks up oil, the valve is intended to close 
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Improved air conditioning unit 


automatically after a predetermined pressure has been 
reached. This vaive is made by the Monarch Manutfac- 
turing Works, Inc., Salmon and Westmoreland Sts., 
Philadelphia, Pa. 


New Safety 
Relief Valve 


The accompanying illustration shows a new safety 
relief valve for hot water heating systems which has 
recently been developed and placed on the market. It 
is designed for use as an auxiliary safeguard against 
bursted hot water heating boilers and cracked radiators, 
fittings and the like, due to excessive pressures. The 
valve is described as being a unit of five valves in one. 
Any one of these is intended to relieve the pressure at 
20 to 30 Ib. It is stated that the self-closing valve units 
are mounted on a removable bonnet, so that they can be 
removed quickly and replaced with an automobile tire 
valve insides. The bonnet may be removed by discon- 
necting the union nut which is supplied to hold the shells 
together. 

The top shell, it is stated, is provided with non-corro- 
sive, removable screen. This relief valve is designed to 
prevent its being installed upside down or backwards. 
Also, it is designed so that it may be installed far enough 
away from the heating return to which it is connected, 
to prevent corrosion. It is described as being finished 
in satin nickel. The manufacturer of this new safety 
valve is Maid-O’- Mist, Inc., and this company is located 
at 43 East Ohio’ St., Chicago, II. 


Improved Air 
Conditioner 


Shown in the accompanying illustration is an air con- 
ditioning unit which is described as being an improve- 
ment over an earlier model. New features listed for it 
are greater compactness, quietness and greater ease of 
installation. The equipment is of the drawn-through 
type. It is designed for use with either a steam or hot 
water boiler for heating, and with either well water, city 
water or direct expansion refrigerants for cooling. Also 
it is designed for use especially in small buildings. The 
Trane Company, located in La Crosse, Wis., is the manu- 
lacturer. 
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NEW 
PEERLESS 
WATER TUBE BOILERS 


FOR OIL BURNING 
EAO SERIES 








It's easier to Sell the better Performance and 
added efficiency of the Peerless Patented Water 
Tube Construction with the extra Heating Sur- 
faces and Flue Travel—Here’s a cast iron Boiler 
that is Different. 





A DISTRIBUTORSHIP FOR THE COMPLETE 
EAFCO LINE WILL HELP BUILD YOUR 
VOLUME OF PROFITABLE SALES THIS YEAR 


PEERLESS Water Tube Cast Iron Boilers 
Coal, Oil and Gas Firing. 


EA F'CO-Peerless TANK HEATERS 
EAF’CO Permo-Lock Soil Pipe and Fittings. 
EAF'CO Iron Plumbing Specialties. 


Write Us for Complete Catalogues 


THE EASTERN FOUNDRY CO. 


MAIN OFFICE AND PLANT 
BOYERTOWN, PENNA. 












































ae oe 























emailer casa 























Improved boiler burner 


Improved Boiler 
Burner Unit 


The unit illustrated is designed to furnish a complete 
automatic combination of boiler, burner and controls. 
A feature of the equipment is its compactness, the mech- 
anism being wholly contained in the lacquered steel 
iacketed boiler. The burner is described as a pressure 
atomizing type, electrically ignited, with an electric ther- 
mostat to hold the temperature at a predetermined con- 
stant degree, automatically. 

The oil listed for burninng is No. 3. The design of the 
boiler and fire tubes is intended to allow the gases to 
pass first to the back of the boiler, then to the front 
through the lower tiers of tubes, and then again to the 
back through the upper tiers of tubes. It is stated that 
the unit may be equipped with a hot water heater to give 
a year round supply of hot water. Also it is made so as 
to be attached to an air conditioning unit. This equip- 
ment is built by Gar Wood Industries, Inc., 7924 
Riopelle St., Detroit, Mich. 


Condensing 
Units Announced 


Shown in this illustration is one of a line of open 
type commercial condensing units which recently has 
been developed. The manufacturer states that these 
units are available in three suction and pressure ranges, 
namely, low, standard and high. The first range men- 
tioned is said to extend from 31 deg. Fahr. below zero 
to 5 deg. Fahr. above; the second from 13.5 deg. Fahr. 
helow zero to 20 deg. Fahr. above and the last from 10.5 
deg. Fahr. above to 40 deg. Fahr. above. These units 
are equipped with extra large shrouded condensers, the 
idea of which is to direct the entire flow of air through 
the condenser and over the motor by means of a high 
speed fan. This directed air flow, together with a 
thermal overload starting switch, is intended to protect 
the motor against damage from overloading or power 
line disturbances. Features listed for these units include 
suction and discharge valves which are contained in the 
head of the compressor and provisions so that the quan- 
tity of oil in the crank case of the compressor can be 
seen instantly by means of the sight oil level gauge 
which is part of this equipment. 


Commercial condensing unit 
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Improved boiler for oil burners 


These condensers are manuufactured by Westinghouse 
Electric & Manufacturing Company and this concern is 
located at East Pittsburgh, Pa. 


Improved Boiler 
for Oil Burners 

The accompanying illustration shows a boiler which 
has been designed for use with either an oil or gas 
burner. The manufacturer states that this boiler is 
equipped with what are known as two-pass tubes, which 
are intended to send the hot gases back, forward and 
back again through the boiler. The idea of this arrange- 
ment 1s to allow the heat that has not been radiated into 
the water around the firebox to be transferred through 
these two-pass tubes and used for warming the building. 
Other features listed for this boiler are a hot water 
coil, spinner blades, draft adjuster and a refractory lin- 
ing. This equipment is built by Kewanee Boiler Cor- 
poration, Kewanee, III. 


Improved 
Steam Trap 


The accompanying illustration shows a steam trap of 
the inverted bucket type which is stated to be an im- 
provement over earlier equipment of this nature. Two 
inlet connections are provided so that the trap may be 
connected either as an elbow or straight in line. A hex- 
agonal tube forms the guide for the bucket of the trap 
in this equipment. 

The idea of this arrangement is to keep all parts in 
proper alignment, and to prevent the bucket from hit- 
ting the side walls of the case. The theory of this equip- 
ment is that the entering condensate is deflected on the 
bottom of the case and is directed upward, spreading 
over a large area, thus permitting the trap to remain 
open under heavy loads. A feature listed for this trap 
is that the condensate is discharged as fast as it accumu 
lates, regardless of temperature, and that all passages 
through which the condensate passes are bored smooth. 
A vent hole is placed in the bucket to provide for the 
automatic elimination of air on each cycle of operation. 
The water entering the trap and flowing over the bottom 
of the case is said to prevent the accumulation of sedi 
ment and sludge. Specifications call for all working 
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parts to be made of heat treated stainless steel, with 
valve and seats of a special chrome alloy. The V. D. 
Anderson Company, located at 1935 West %6th St., 
Cleveland, Ohio, makes this steam trap. 


Apartment House 
Oil Burner Control 


The accompanying illustration shows a new control 
which has been designed for use in connection with 
apartment house oil burners. This is used in conjunc- 
tion with a boiler limit control, connected in the line 
ahead of the timing device to insure the safe opera- 
tion of the boiler. 

This timing device is described as consisting of a 
synchronous motor driving four cams. Three of these 
cams provide for different off and on periods of the oil 
burner and the fourth for a night off period. A four 
position snap switch is mounted on the side of the timer, 
three positions for selecting one of the operating cams, 
and the fourth for providing continuous operation ex- 
cept for the night off period. When connected, the 
timing motor is intended to run continuously, operating 
the cam selected, thus providing the off and on oper- 
ating periods desired. The maker of this device is 
Struthers Dunn, Inc., located at 139 N. Juniper St., 
Philadelphia, Pa. 


Automatic 
Oil Burner 

In the accompanying illustration 1s pictured an auto- 
matic oil burner which is new on the market. The main 
feature listed for this biirner is the direct driven fuel 
unit, which is described as consisting of pump, regulat- 
ing valve and filter in one. It is understood that the 
pump is of the self-priming, mechanical seal type. It 
is pointed out that the motor is provided with a circuit 
breaker for protection against overload. The manufac- 
turer states that the outlets from the transformer and 
the cables to the electros are all within a steel shield, 
which is intended to give additional protection against 
radio interference. A list of the features of this equip- 
ment includes ease of installation and quietness in op- 





Improved steam trap Oil burner control 
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SUPERIORITY 


Has Increased Whiting’s 
Sales Over 400% This Year! 
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Gas Eliminator. Positive assurance against back smok- 
ing and gas. An exclusive feature. 


Low Hopper. Only 25 inches from floor. Smartly do- 
signed for sales appeal. Completely enclosed for 
safety. Arching of coal is prevented by unusually 
long length of exposed screw in the hopper. 


Five Speed Drive. Provides the utmost in quiet. smooth 
running and ease of operation and adjustment for 
individual requirements. 


Masterstat Conirol. The exclusive feature that antici- 
pates the thermostat’s demand for more or less heat— 
evening off temperatures and preventing waste. 


Dual Draft Burner. Enables owners to use lowest 
priced grades of bituminous coal with complete com- 
bustion. Prevents clinker clogging. 


Soundly Engineered. Designed by the most experi- 
enced engineers in solid fuel burning equipment. 
Built of the best materials. Simple in operation and 
easily installed on practically all types of boilers and 
furnaces. 


WHITING 
STOKERS 






The only Sales Plan 


YOUR NEXT 
ee Lreat Market! 


and price, this has 
lined up 4 more 
leading distributors Underfeed Stoker Division, 
for Whiting in the 
last 4 months—each 
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Automatic oil burner 


eration. This burner is made by The Nu-Way Cor- 
poration, located at 2416 Fourth Avenue, Rock Island, III. 


New Attic 
Ventilator 

The illustration accompanying this article shows a 
new attic ventilating unit which lately has been placed 
on the market. A feature listed as outstanding for this 
equipment is that coil springs and chains are used to 
suspend the unit from the roof beam. The idea of this 
arrangement is to eliminate the transmission of vibra- 
tion to the rooms below, and to permit adjustment of 
height to meet any requirement. It is understood that 
this unit is available in two types, the open type, and a 
closed type for connecting the blower and the various 
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A LINE THAT WILL STAND 
INVESTIGATING 


An old established company 
offers one of the best bona 
fide merchandising oppor- 
tunities in years, with these 
sales factors: 1°, market 
saturation . . competition 
largely absent .. . sales prac- 
tically doubling each year 

. large profit margin... 
small overhead and capital 
required installment 
financed on very attractive 
terms . . . comes under FHA 

. self-liquidating; with the 
larger sizes the monthly sav- 
ings equal or exceed the 
payments gives auto- 
matic heat at half to a third 
the cost of oil and gas. 


The Link-Belt automatic coal 


burner is backed by the 
prestige of a manufacturer 


Name 


Firm 








Address 


60 years in business, highest 

rating, known the world over 

for quality products, with an 

effective merchandising plan 

that includes: 

—installment financing by 
Link-Belt Company. 

—a floor plan for display 
stokers. 

—advertising, sales and en- 
gineering assistance. 

—participation in local ad- 
vertising. 

—company advertising in 
more than 100 magazines. 

—traveling representatives to 
help the dealer train men, 
survey jobs and close sales. 


Good territory is going fast: 
investigate now. Send the 
coupon for stoker book 1419 
and dealer plan. 


LINK-BELT COMPANY, Stoker Division 
2410 W. 18th St. 


Send stoker book 1419 to: 


Chicago, Ill. 
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Portable air conditioner 


rooms by ducts. This equipment is made by the Fan 
and Blower Division of The Peerless Electric Com- 
pany, located in Warren, Ohio. 


Portable Air 
Conditioner 


The air conditioning unit shown in the accompanying 
illustration is one which just recently has been placed 
on the market. It has been designed for the air con- 
ditioning of offices, homes or single rooms. This unit 
is described as being air cooled and entirely portable, 
rubber-tired and ball bearing casters being provided to 
allow for easy moving. The conditioner should be placed 
beside a window, and a telescopic duct connection in 
the rear is intended to draw air from outside for intro- 

















‘THIS an 
wild? Ge 


@ Every time he thinks about how 
poorly his factory was heated last 
year, this man goes right up in the 
air. Now he’s replacing his old 
style heating equipment with 
Modine Unit Heaters. He's only » 
one of hundreds! 


@ For example, in the shops of the 
International Ry. Co., Buffalo, 
N.Y., more than fifty Modine Unit 
Heaters are in use, replacing Cast 
iron radiation; and more than 25 
Modines are used in the garages 
and terminals of the International 
Bus Co. @ John V. Schliederer, 
Plant & Maintenance Engineer of 
both companies, reports ideal 
heating results with Modine Unit 
Heaters. @ Write for free book. 


sag Manufacturing Co. 
e Racine, Wisconsin 


THE NEW ~ MODINE UNIT HEATER 
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_duction into the room, and also for cooling the re- 


frigerant condensing unit. This duct connection, which 
is intended to fit under a raised window sash, is de- 
scribed as being adjustable to fit window widths from 
314% in. to 51 in., or with special cutting, to as narrow 
as 22 in. A description of the condenser action states 
that condensed moisture from the evaporator is drained 
to the condenser air stream and there re-evaporated by 
a condensate vaporizer which operates between divided 
sections of the air-cooled condenser. The bore and 
stroke of the compressor are each listed at 134 in. The 
compressor motor has a 34 h. p. rating. The cooling 
capacity of the unit is rated at approximately five-eighths 
of a ton, depending upon temperature and humidity 
conditions. It is stated that a 9 in. radial type fan circu- 
lates about 270 cu. ft. of room air per minute, of which 
approximately 25 per cent may be fresh air brought in 
from outside. A louvred opening is provided in the 
right side of the cabinet for drawing in the air which 
is recirculated. 

The design of this equipment is said to incorporate 
cleanable filters on both the fresh air intake and the 
recirculated air intake. The manufacturer states that 
two switches are provided, one to control the air circulat- 
ing fan only, and the other to control the complete sum- 
mer air conditioning machinery. A_ non-adjustable 
thermostatic expansion valve, a liquid line strainer, a 
compressor control switch with overload cut-out and a 
fusible safety plug are listed as being standard equip- 
ment. The cabinet consists of walnut panels with satin 
chrome trim. York Ice Machinery Corporation, York, 
Pa., is the manufacturer. 


Air Conditioning 
Oil Furnace 


This illustration pictures an air conditioning oil fur- 
nace which is described as being an improvement over 
an earlier line of equipment of this type. <A feature 
described by the manufacturer as being outstanding 1s 
the construction of the combustion chamber and flue 
passages. The fire box is said to be entirely surrounded 
by air. The design of the combustion chamber and 
the size and positions of the heat exits to the radiators 
are intended to hold and intensify the heat within the 
tire box until all combustible gases have been consumed. 
Then, the heat is deflected downward to the lower radia- 





Air conditioning oil furnace 
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UNION BONNET 


BRONZE 


GLOBE AND ANGLE VALVES 








Recommended for 
tion where conditions de- 
mand the greater security 
and strength provided in 
"MILWAUKEE" Union Bon- 
net, Bronze, Globe and Angle 
Valves. 


installa- 


Every detail of design and 
construction has been scien- 
tifically engineered to pro- 
vide the utmost in operating 
efficiency during the entire 


No. 575 Union Bonnet Globe lifetime of the valve. 


Valve with Renewable Com- 
position Disc and _ Slip-on 
isc Holder. 


Note These Outstanding Features 


] Scientific design; accurate ma- 
chining; finer finished appear- 
ance. 


? Engineered by “MILWAUKEE” 
to better serve the purposes for 
which they are recommended. 

3 Made from the highest grades of 

steam Bronze from virgin ingot 


metal. 

4 The heavy pattern Stem is made 
of a special mixture Bronze. 
Stuffing Nut is sufficiently heavy 
to withstand the most severe 
service strains. 

6 A deep Gland Follower is pro- 
vided in the Stuffing Box and 
ample space is provided for lib- 
eral packing. 

7 Only the best grade of graphited 
asbestos Packing is used. 

The trim Bonnet design adds to 
the fine, finished appearance of 
the vabve. 
The Bronze Union Nut is full 
and heavy and provides excess 
strength as a safeguard against 
rough usage and severe pressure 
conditions. 
1QWhen valve is in closed position 
ample threads on the Stem en- 
gage those in the Bonnet to in- 
sure utmost strength and safety 
in service. 
1 The Slip-on Disc Holder is 
uided with FOUR substantial 
Guides insuring positive Disc 


alignment at all times. The Disc 
Holder is easily and quickly re- 
moved when Disc replacement is 
necessary. (When removing the 
Bonnet be sure valve is fully 
opened. In open position § the 
Guides on the Disc Holder en- 
gage the inside wall of the Bon- 
net thus preventing the Disc 
Holder from falling off the stem. ) 
12the special composition Disc 
may be easily removed from the 
Disc Holder when necessary. 

1 3 tlexagons are full and heavy 
Ample, clean cut, deep threads 
insure quick, easy make-up in 
the line 


1 Valves may be repacked under 


pressure when wide open. 





CUT HEATING COSTS 
WITH 
*"'Milwaukee" Specialized 


Modernization Units 
Savings of from 20% to 25% 
have been effected following the 
installation of “‘Milwaukee’™’ Sre- 
cialized Bonnet Replacement As- 
semblies and. Trap Adapters. 
Types to fit all popular makes of 
Radiator Valves and Traps. Use 
the coupon below to get com- 








nlete information. 





MILWAUKEE VALVE COMPANY 
MILWAUKEE, WISCONSIN 


Manufacturers of 
"Milwaukee" Heating Specialties and “Approved” Bronze Valves 





CLIP THIS COUPON 





Milwaukee Vaive Co. 
illwaukee. Wis 


Without obligation. send me information atout ‘Milwaukee’ 


Angle Valves Milwoaukeo’’ 
Name 
Address 


D-7 City 


Union Bennet Globe and 
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State 
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New domestic stoker 


tor sections on each side and circulated through them 
and back to the top. It is stated that none of the metal 
parts of the unit are touched by flame. The manu- 
facturer indicates that a filter and blower are included 
with the furnace as an integral part of the unit. A de- 
scription of the unit points out that the furnace consists 
of dust-tight, gas-tight, one-piece welded iron fire box 
and radiators; that all steel parts are rust- and corro- 
sion-resisting, and that the outer housing is of 22 gauge 
steel, with air-tight, quick-locking seams. It is rated 
as having a flexible capacity up to 250,000 Btu. per 
hour. This equipment is finished in platinum grey 
enamel, trimmed in battleship grey. The Bryan Plumb- 
ing & Heating Co., Bryan, Ohio, and Wayne Oil Burner 
Corp., Ft. Wayne, Ind., are the manufacturers. 


New Line of 
Domestic Stokers 


The accompanying illustration shows one of a new 
line of domestic stokers, which, it is stated, are available 
in three sizes, with capacities of 20, 30 and 60 Ib. of coal 
per hour. As features of this equipment, the manu- 
facturer has listed the gas eliminator, a new and simple 
control, and a dual-draft burner. It is stated that the 
hopper is 25 in. from the floor, making easy filling pos- 
sible. The Underfed Stoker Division of Whiting Cor- 
poration, Harvey, Ill., makes these stokers. 


Blown Fuse 
Indicator 

The accompanying illustration shows an item which 
is described as being a tiny neon lamp and casing. It 
is designed to tell instantly when and where a fuse 1s 
blown. It is stated that the light connects directly in 
parallel with the fuse and draws no current until the 
fuse has blown. It is understood that this item may be 
used with any size cartridge fuse, or with a plug fuse. 
The size of the indicator as listed by the maker 1s 134 
in. long by #5 in. in diameter, with 6 in. connecting 
leads. It is designed for circuits of 100 to 550 volts 
AC or DC, and is intended to light on a current of only 
0005 amperes. The manufacturer points out that it 
may be used also for indicating open circuits, switches, 
relays and the like. This item is manufactured by 
Littelfuse Laboratories, 4507 Ravenswood Ave., Chi- 


cago, Ill. 
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Vibration eliminator 


Vibration 
Eliminator 


The item shown in the accompanying illustration is 
described as a vibration eliminator. It has been de- 
sgned to eliminate the vibration of machinery. It is 
said to consist chiefly of a base stamping and support- 
ing housing to which the leg or base of the machine 
may be fastened rigidly. The manufacturer points out 
that pure natural cork is used as the medium for ab- 
sorbing vibrations. It is stated that these units may be 
used for any load between 175 Ib. and 375 Ib. One 
should be placed under each supporting point of the 
machine. Thus, it is pointed out, by using six of them, 
a machine weighing 2250 lb. may be isolated. This 
vibration eliminating equipment is manufactured by The 
Vibration Eliminator Co., and this company is located 
at 41-26 Thirty-seventh St., Long Island City, N. Y. 


New Flexible 
Coupling 

The accompanying illustration shows a flexible coup- 
ling which recently has been placed on the market, and 
which has been designed for use with cushion mounted, 
fractional horse power motors. One of the main fea- 
tures listed for this item is that it is custom made to 
fit a particular job. The manufacturer states that it is 
available in various lengths from 2% in. up, and in 


At right, automatic sump pump 


Belcw, new flexible coupling 
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almost any combination of bores. Also, it 1s pointed 
out that this equipment will operate under any reason- 
able lateral or angular misalignment, thus avoiding the 
time and trouble of careful alignment. It is stated that 
this coupling is made of flexible rubber treated to resist 
action of fuel oils. Guardian Utilities Company, 1023 
East 46th St., Chicago, Ill., is the manufacturer. 


Automatic 
Sump Pump 


The accompanying illustration shows an automatic 
electric sump pump which has been designed to deliver 
a volume of 3,000 gallons per hour with the use of a 
%4 h. p. motor. The pump is described as a submerged 
centrifugal type of all bronze construction, driven by a 
stainless steel shaft from the motor. All shaft and pump 
bearings are said to be oilless. An open type impeller 
is used which is intended to allow the passing of solids 
through the pumping unit. 

The specifications state that the 1% h. p. motor is of the 
induction type, equipped with ball bearings, and is for 
use in a 110 volt, 60 cycle circuit, with a speed of 1,725 
r. p.m. The automatic control is described as consisting 
of a positive type enclosed switch actuated by an over- 
size ball float connected to a control rod. The control 
rod is equipped with adjustable stops to provide for 
regulating the trip of the switch for pumping at various 
levels. The manufacturer cites quietness of operation 
as a feature of this pump. It is made by the M. L. Ober- 
dorfer Brass Co., located in Syracuse, N. Y. 
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Sales Helps Offer Aid to 


Dealers— 


Issues Booklet on 
Air Conditioning 


Leeds & Northrup Company of 4901 Stenton Avenue, 


Philadelphia, Pa., has issued a booklet, 
lation of an Air Conditioning System,” 
use of electrical thermometers 


conditioning. 


Reif-Rexoil, Inc., 
Issues New Catalog 
Reif-Rexoil, Inc., of 37-41 


“Efficient Regu- 
dealing with the 


in connection with air 


Carroll Street. Buffalo, 


N. Y., has just published a catalog describing its oil 
burners and oil boiler. One section of this catalog has 
been devoted to “air-stream turbulation,” a new patented 
feature of air control within the air tube. 


Circular Describes 
Oil Burning Boiler 


Fitzgibbons Boiler Company, 


Inc.. 570 Seventh 


Avenue, New York City, has issued a circular illustrating 
and describing its modern steel boiler designed to be used 
with oil burner operating economy. This boiler is made 


in thirteen different sizes with 


capacities from 425 to 


2680 sq. ft. of steam E. D. R., giving not only econom- 
ical heat but also instant hot water without a storage 
tank and with no outside heating coils. This boiler ts 


. Ja 
is the ONLY 


FURNACE 
REGULATOR 
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THIS ILLUSTRATION shows 
the powerful motor unit of the 
Barber-Colman Furnace Regulator 
with the cover removed. Appli- 
Lh cable to any hand-fired warm air, 
é hot water, steam, or vapor furnace. 

Write for circulars. 


BARBER-COLMAN 


EXPERIENCE has convincingly demon- 
strated every claim ever made for the 
“COMPENSATED CONTROL". Room 
temperature throughout the entire heating 
season is absolutely uniform. Overrun 
during warming-up periods is entirely 
eliminated. Additional fuel savings are 
effected. The cost is low—the returns high. 
Unbiased users certify these facts. 

Write for full information 


Barber-Colmen Company, Rockford, Illinois 
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offered in three different types of jacket with enamel 
and chromium finish. The circular emphasizes the point 
that misfit heating is costly, and that it is comparatively 
easy to select the right boiler from the thirteen sizes in 
this line. 


Folder Tells About Thermostats 


and Temperature Regulators 

Gleason-Avery, Inc., of 27 Clark Street, Auburn, 
N. Y., has issued a neat folder illustrating and describing 
its thermostats, electric temperature regulators with or 
without automatic electric time switch. This company’s 
temperature regulator is an all electric control for regu- 
lating the operation of dampers on domestic coal-fired 
heating equipment. Its thermostat has a thermometer, 
iridio-platinum contact points, and wire connections 
moulded in a black bakelite base. 


Kelvinator Corporation 


Issues Three Folders 

Kelvinator Corporation of Detroit, Mich., has just 
issued three folders about its products. Describing the 
advantages of air conditioning for homes and offices, one 
of these folders through the use of photographs and 
copy presents a complete picture of the benefits of air 


conditioning installations in homes, business offices and 


offices of professional men. This folder also shows some 
of the company’s 63 air conditioning units. Another 
folder, entitled ‘Air Conditioning as a Business Builder,” 
tells owners of business enterprises how air conditioning 
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attracts and holds patronage, and helps to overcome hot 
weather slumps that are so unprofitable to many types 
of business, such as stores, restaurants, beauty shops, 
dance halls, bowling alleys, taverns and other service 
establishments. The third folder, “Air Conditioning for 
Perfect Comfort,” stresses the importance of selecting 
the equipment, which provides clean air, pure air, health- 
ful humidity and the desired temperature. 


Three New Folders 


About Draft Regulators 

Walker Manufacturing & Sales Corporation of 613 
Locust Street, St. Joseph, Mo., is distributing three fold- 
ers featuring its draft regulators, which are designed to 
reduce stack temperature and prevent the hazard of over- 
heated smoke pipes and chimneys. They are described 
as providing a ventilator that carries off any foul or 
stagnant air that might accumulate in the basement or 
room. These ventilators are of simple and durable con- 
struction with no complicated parts to get out of order 
and prevent positive and sensitive action. 


Folder on Oil Burners 


and Water Heaters 

Taft Oil Burner Company of Athol, Mass., has issued 
a folder featuring its line of oil burners and water 
heaters. Special attention is directed to the water tank 
heater made by this company. In this heater the copper 
heating coil is placed directly over the burner, and the 
heavy metal jacket surrounding the coil and burner is 
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BULL’S EYE! 


The new Master Eraft TRIPALATOR is a direct Bull's Eye hitl 
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sound engineering achievement, it effects much greater oil heat efficiency. 
A new and powerful feature. it has increased sales by tremendous per- 
centages. Now on eight models of Master Eraft Oil Burners and Furnaces. 
A size and price for every market requirement. Full details sent upon 
request. Bear in mind that this fall will be the biggest oil burner season 


in years. Write us today. 


HARVEY-WHIPPLE, INC. 


757 Emery Street 
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Fundamentals of 
A new and novel # Heating 


heating book Easy 
to read—easy to 

By Ara Marcus Daniels 
Special Edition 


understand. No 
high - sounding 
terms. No high 
mathematics. All 
eh need 4 ? yes Here is a book which be- 
i. ow 7 S hipl gins with the A. B. C. of 
Fact and multipty. heating and progresses step 
by step to the more compli- 
cated problems. Each step 
is fully explained, and, ex- 
amples of the application of 
all rules are given. It is so 
complete, so clear, that any 
heating man can follow it. 
By beginning at the first 
chapter and mastering each 
subject as he progresses 
through the book, he can 
equip himself with know- 
ledge that will qualify him 
to handle almost any heat- 
ing job. 


One hundred every- 
day work prob- 
lems. 


One hundred de- 
tailed solutions. 


Not only tells 
“ew, Sut 
shows “How.” 


Ten Chapters— 

Ten Lessons— 

Ten Examina- 
tions— 


Special Edition now priced 
Size 644” x 9”. 4 at only $1.00, postpaid. 
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heavily insulated to conserve heat. The burner is easily 
accessible for inspection or cleaning. This heater may 
be obtained with a special 4-inch heating burner for 
small families or with a 7-inch or 9-inch heating burner 
where the demand for hot water is greater. 


Issues Specification Chart 
of Alloy and Carbon Steels 


Republic Steel Corporation of Massillon, Ohio, has 
just issued a reprint of the S. A. E. Official. Steel 
Specifications Chart of Ailoy and Carbon Steels. This 
reprint has all the recent revisions, and it is published 
with the permission of the Society of Automotive 
Engineers. 


Fluid Heat Division 


Issues Folder on New Burner 

The Fluid Heat Division of the Anchor Post Fence 
Company of Baltimore, Md., has just published an at- 
tractive combination folder and mailing piece on its new 
pressure burner. Of particular interest is the new 
principle of air regulation brought about by an arrange- 
ment called the “Spiraflo” developed and patented by 
this company’s engineers. 


New Folder on 


Boiler Water Feeders 

Watts Regulator Company of 244 Lowell Street, 
lawrence, Mass., has issued a folder describing and illus- 
trating some of its products such as boiler water feeders, 
low-water cut-offs and pump starters, and boiler water 
feeder accessories. The folder also calls attention to 
this company's heating regulators, tank systems, pressure 
and temperature relief valves, water and air reducing 
valves, and electric water circulators. 


Folders Describe 


Air and Vacuum Valves 

W. A. Russell & Company of Grand Central Ter- 
nunal Building, New York City, have just issued three 
folders describing and illustrating their line of auto- 
matic air and vacuum valves. The titles of these folders 
are: ““Make Cold Radiators Hot With Vacuum Valves,” 
“Automatic Air and Vacuum Valves,” and “How to 
Convert a One-Pipe Steam System to a Vacuum Sys- 
tem,” 


Distributes Portfolio 
of Mailing Pieces 


Scott-Newcomb, Inc., of 1922 Pine Street, St. Louis, 
Mo., is distributing a portfolio, entitled ‘Products Like 
Men Win Distinct‘on Through Achievement.” This 
portfolio is being sent to architects, builders and to peo- 
ple building new homes all over the country. It consists 
of eight pamphlets or mailing pieces, featuring automatic 
heat with either oil or gas fuel, and winter air condition- 
ing as well as summer cooling. Some of the attention- 
compelling titles of these pamphlets are “Automatic Heat 
Pays for Itself,” “You, Too, Can Have Balmy Weather 
the Year Round,” “Enjoy Healthful, Zestful Weather 
in Your Home,” “Heating Economically With Oil,” ete. 
Again and again these pamphlets stress the point that 
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CIRCULATOR and FLO-MATIC VALVE 





Het Water Circulator 


for Hot 


The Belt Drive 
culator affords 


lowest priced cire 
sive job at no extra 


adapted to any 


cost. There is no direct drive shaft mestic hot water. Simple to install 
in the White Circulator. The im in either a VERTICAL or ELBOW 
peller does not turn at motor speed POSITION, 


which results in 
ings 


transmitted Impeller and motor i 
shafts cannot oe el Dim ancl ge | = 18 —— a — 
alve e evate ; tthe -f : 
burn out motor fully automatl« Air-cushion tanks 
| ‘e 2 - 3 ven ; » ot 
The Water Seal in the circulator woe ng 2 5 ~ ge i 
designed and thacde only by the easier and cheaper to install It 
Hoosick Engineering Co is finding is controlled by the room thermostat 
favor among manufacturers of alr and wired in parallel with the 
conditioning equipment it is al White Cireulator It makes the 
most frictionless and does not teak White Flo-Matts Heating Svaten 
or require attention The longer fully automatic under all condition 

used’ the better its sea! Pat Vend.) 


(,ct all the 


Heating System now 


HOYICK ENGINEERING Co NS 


Water Control 


on the White Cir The White Flo-Matie Valve can 
speed control The be used to convert any hot water 
ulator ean thus be heating system into a really fu'ly 


Motor torque vibration is not 


WHITE 


Fio-Matic Valve (Pat. Pend.) 
for Summer and Winter Hook Up 


automatic year around source of do 


worn, noisy bear 


Magna-Trol or 
valve ia 


When the White 
electrically operated § relief 


facts on the Ne 


« White Flo-Matic Hot Water 


sens’ for iiterature and prices 


JSS 
Pic, 


H@ickK FAILS. N.Y. USA. 
Branch No. 1 
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from 


MAIL 


PUMPS 


You are not in price 
competition with mail 


order pumps 


you offer Burks 


Pumps. You 


something different to 
You offer 
features not found in 
. You 
make more money on 


talk about. 
any other Pump 


each pump. 
Priming. only 


moving part. no 
pistons, no valves, no 
leathers. no springs. 


no cranks. no 
—safeto 


play. 
tory back of 
Pumps. Ask 


demonstration without 


obligation. 


IT IS SMART MERCHANDISING TO 
SELL SOMETHING 


Special sales help for dealers. 
complete information, 


with the 


DECATUR PUMP COMPANY 


install 
where children may 
14 years 


eEE——@~““7-_- —e——_ ewe er 








ORDER 


when 


have 


Self- 


one 


gears 


his- 
Burks 


for 


A NEW LOW PRICED | 
BURKS PUMP 
| 
| 
| 


“DIFFERENT” 


Write today for 
You can make more money 
line. You keep your profits. 


Burks 


Decatur, Illinois 
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PRESCRIBE AUTO- VENTS. 
for CONSTIPATED 
Hot-water RADIATORS 


stipated by air, (the hidden brakes of circulation. ) 


convince you. 


So gome REPLACE THIS 
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No. | 


Circular “AND AIR VENT 


MAID -O- MIST, Inc. 





43 E. OHIO ST. CHICAGO, ILL. 





No. 53 WATER-BOY | 





DEALERS WANTED 
FOR 


“FREDERICK STOKERS” 


Complete line in sizes for use in homes 
and up to 400 h. p. capacity. 








Either Anthracite or Bituminous coals. 


Write for Dealer’s Proposition 


The FREDERICK IRON & STEEL CO. 
FREDERICK, MARYLAND 











MSDOTDELL 


BOILER WATER 
LEVEL CONTROL 





HUIIIUUUUULUUINIVNNVULLINVUHTHM "4 





MS Donnell & Miller 1306 Wrigley Bidg., Chicago 











This condition causes inefficiency and a waste of | 
fuel and often a dissatisfied customer. The follow- | 
ing operation is a permanent cure. A sample will | 








automatic heat eliminates uneven temperatures, faulty 
| ventilation, improper humidity, stagnant air and other 
unhealthful conditions that cause costly sickness. It does 
away with dust, dirt, soot and smoke responsible for 
most costs for cleaning walls, ceilings, furnishings and 
deel: and it practically adds another room to a home 
by enabling the owner to have a spick and span base- 


ment. 


Every job has one or more radiators that are con- | New Bulletin Describes 


Solenoid Operated Valve 


Automatic Products Company of 121 North Broad- 
way, Milwaukee, Wis., has just issued a bulletin describ- 
ing and illustrating its solenoid operated valves, some 
of which are now doing good work on railroad car air 
conditioning installations. Designed correctly and built 
of good materials these valves have a very low power 
consumption. Made with a forged brass body, these 
valves are leakproof. The coil is completely sealed and 
available in a wide range of voltages. This bulletin also 
describes and illustrates a constant level oil valve for 
oil-fired heaters as well as a room thermostat and a 
humidity regulator. 


Booklet on Underground 
Steam Conduit Systems 


H. W. Porter & Company, Inc., of 825 Frelinghuysen 
Avenue, Newark, N. J., has just issued a booklet, de- 
scribing and illustrating its new underground steam con- 
duit system for the protection, support and insulation 
of underground pipe lines. Among the features illus- 
trated and described are: The monolithic “sidewalk” 
base, the internal channel drain, the arch and tile con- 
struction, the pipe supports not carried by the conduit, 
the tight and waterproof construction, the provision for 
various types of insulation, and the adaptability of the 
system to take care of all pipe sizes and any number of 
pipes. 


Three New Bulletins 


on Refrigerating Equipment 

York Ice Machinery Corporation of York, Pa., has 
just issued three bulletins on refrigerating equipment. 
Phese bulletins cover vertical shell and tube condensers 
of the single-pass open type, horizontal shell and tube 
condensers of the multi-pass closed type, and horizontal 


| shell and tube brine coolers of the multi-pass closed type. 


These bulletins stress the point that the outstanding de- 
sign of these condensers and coolers and the specifica- 
tions to which they are built, are the result of exhaust:ve 
tests as well as careful field surveys of condenser and 
cooler performance and maintenance over a long period 
of years and under every conceivable operating condition 


_ encountered in ice making and refrigerating plant service. 


New Bulletin on Fans, 


Blowers and Cooling Units 

Buffalo Forge Company of Buffalo, N. Y., has just 
issued a 24-page bulletin, 8'4x11 in. in size, under the 
title of “Fans, Blowers and Cooling Units for Air Con- 
ditioning.” The first half of the bulletin is given over to 
illustrations and descriptions of the company’s fans as 


follows: “Limit-load” conoidal fans. blower fans. fans 


with drip pans, baby conoidal ventilating fans, and elec- 
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tric ventilating fans. The next pages illustrate and des- 
cribe automatic louvers, suspended unit coolers, flat sus- 
pended unit coolers, floor type unit coolers, floor type 
units with brine spray, and central conditioning cabinets. 
Many charts and tables of dimensions and capacities are 
included in this bulletin. 


Issues Bulletins on Thermostats 


and Recording Instruments 

Julien P. Friez & Sons, Inc., of Baltimore Street and 
Central Avenue, Baltimore, Md., have just issued two 
bulletins describing and illustrating their automatic con- 
trols, indicators and recording instruments for air con- 
ditioning. These bulletins call special attention to a new 
range of summer-winter thermostats, designed especially 
for modern air conditioning requirements. 


National Radiator Corp. 
Issues Booklet Covering Its Products 


National Radiator Corporation of Johnstown, Pa., has 
issued a 24-page booklet, 32x64 in. in size, illustrating 
and describing some of its products, such as jacketed 
square boilers, round boilers, sectional boilers, smoke- 
less boilers, low water line boilers, steel boilers, jacketed 
oil burning boilers, gas boilers, hot water supply boilers, 
radiators, cast iron convectors, unit heaters, and heating 
accessories. 


Folder Features 


Automatic Oil Burner 

William Roxby of Lynn, Mass., has issued a folder, 
entitled “Cook With Oil and Save in Fuel Bills,’ 
which describes and illustrates an automatic oil burner, 
designed for use in large hotel and restaurant ranges 
and service water heaters. The folder states that the 
outstanding features of this automatic oil burner are as 
follows: It is practically fool-proof; it has no gas pilot 

blow out and fill the range with explosive gases; 
atomizer and adjusting valves are the only parts at- 
tached to the range ; the oil tank and the mechanism 
supplying fuel mixture are located in the basement or 
some other convenient place; should the electric current 
fail or be interrupted, a coal fire can be built on the 
grates, as no part of the burner is inside the fire box. 


Kainer & Company Issue 


New Envelope Stuffer 

Kainer & Company of 761-771 Mather Street, Chi- 
Ill., have just issued an envelope stuffer, printed 
in three colors, which illustrates and describes this com- 
pany’s accessories and specialties for hot water heating 
system, including governors, automatic control safety re- 
lief valves, reducing valves, strainers, gauges, combina- 
tion gauges and thermometers, and metaphragm damper 
regulators. This stuffer calls special attention to the 
company’s de luxe governor, a fully automatic contrc!, 
which is designed to keep the hot water system properly 
filled with strained water at all times and to release water 
automatically, when pressure is excessive. It 1s a onec- 
piece, all pressure bronze control with large water ways, 
having precision built discs and seats of renewable type 


Cago, 


easily reached by removing the three bottom nuts. It 
code. 


complies with the A. S. M. E. 
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A Better Control 


For HOT WATER HEATING 
SYSTEMS / 





CASITAL 


Through simplified unit design 
the elimination of troublesome parts 
the careful balancing of essential 










parts and the discriminatin3 se- 
lection of construction materials, 
Cash-Acme products are saving 


dealers thousands of service dollars, 
and giving full user satisfaction. 
See your Jobber or write us for 
catalog and prices. 


A.W. Cash Valve Mfg. Corporation 


600 NORTH WATER STREET DECATUR, ILLINOIS 


RRR 6 RNR TS RRM 
Dailaire’'s Challenge 
to the Heating Field 


sted in sell- 
ing cast iron or boiler plate at 


ry , 


e not intere: 







the lowest cost per pound 
" . lliv 4 ¥ * vf 
in selling heating comfort at 
the lowest cost per heating 
eason 
If you are interested in how this 
can be dons write fe ‘om plete 
catalog and study the tstanding 
fuel 1ving features of Dailaire 
Sys an of Heating, Cooling and 
Air Con ditic ming 
Dailaire authorized dealers desired 
in all principal] trading centers 
* ‘ 4 
The above cut shows unit Dail Steel Producis Co. 


for steam or hot water 1350 Main St. Lansing. Mich. 








Look for the Arm-and-Hammer 


SOLID 
Dies & 
Stocks 








Dies Vanadium Tool Steel, with ‘‘baecked off Teeth cut eas.er 
smoother Comes off pipe without tesring or lammi'ne Stave 
sharp Des ign superiority: Correct Cutting and Throat Angles 

_ Stocks are aceurately machined, cadmium 


amare chip clearam 
n a Ring or odie ible guides 


ARMSTRONG BROS. TOOL TO. ‘The Tool Holder People” 
323 N. Francisco Ave., CHICAGO, U. S. A. 





Write for 
Cataleg B-35 








NU-WAY 


het 
sient. 


“GEntti’’ 
water heater—-™®. 
economical 


50 te 75% 


savings ever gas in most 
communities 


BURNS 
No. |. No. 2 of Ne. 3 
Fuel Ol. 

EASY TO 
e¢ entrets., 
chamber, stor 
assembied at 


INSTALL 
combustion 
6 tank al! 
actory. 








NU-WAY “GENII"' HOT WATER gage 
Burner capacity one te two quarts of off ser hour. 


B® The NU-WAY CORPORATION 


| ROCK ISLAND - - ILLINOIS 
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For More Efficient, More 
Economical Air Washing 


ARLEY spray nozzles wash air more 

thoroughly because they provide a 
finer, more uniform spray. They reduce 
costs because they operate efficiently under 
low pressures. These nozzles machined in- 
ternally — equipped with removable base 
plugs—made in all capacities. Write for 
literature and free sample. 


gl HE MARLEY COMPANY 


913 Walnut Kansas City, Mo. 


oa nozzles and cooling lowers for all air conditioning 
and water cooling requirements. 


MA . =. 
PATENTED SPRAY NOZZLES 


UNIFLOW 
BUILDS 


A complete line of pop- 

ular products. Check 

sae aeeee os, Chat, interest you. WATER 
COOLERS 


t 
PUMPS Uniflow. Complete autos 
SHALLOW MILK COOLERS 


will be promptly mailed 
WELL PUMPS DRAUGHT BEER 


\ SS 
Ni COOLERS 
KLARIFIERS \ 
. i BOTTLE 























DOMESTIC AND 
COMMERCIAL 
REFRIGERATION 





WATER 
SOFTENERS 









RS 
CELLAR COOLERS 


UNIFLOW MFG. CO., ERIE, PA. 











Best Materials, 
Werkmanship 
and Finish 


Reichert Solderless 
Copper Floats 


“They last ....andlast... 






_ and last!” 









The Reichert Fieat & Mfg. Ce. 
2238 Gmead Ave. Toledo, O. 
















1935 PENN TEMTROL MEETINGS 


| Toy am Cobb ae t-1 bala beled ea’ 


Select closest All Star Temtrol Meeting from 
Schedule below. Meetings start at 10 A.M. All 
guests of Penn at Noon Banquet. 
















Date City Hotel Check » Reservations 
July 12 Kenmore Seer 
July 16 Bond one 
Tuly 19 Taft 
July 23 Washington 
July 26 Lord Baltimore 
July 30 Broadwood 
ug. Taft 
Aug. 6 Seneca 
Aug. Royal York 
Aug. 13 Mt. Roya 
Aug. 16 Book - Cadillac 
Aug. 20 Knickerbocker 
Aug. 23 amington 
Aug. 27 Ft. Des Moines , 
Aug. 30 Jeffers pou Sale e 
>» Your Letter Head and Mail Today to 
PENN SWITCH COMPANY, DES MOINES, IOWA 
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Issues Large Bulletin on 
Water Cooling Equipment 


The Marley Company of Kansas City, Mo., has just 
issued its bulletin No. 54, consisting of 48 pages, 8'4x11 
in. in size, and entitled “Water Cooling Equipment.” 
This bulletin is a history of the progress of this com- 
pany, covering its earlier as well as its latest cooling 
systems, and graphically illustrating the steps by which 
they have been continually improved in design and per- 
formance. The first fifteen pages in the bulletin are 
devoted to illustrations and descriptions of forced draft 
cooling towers, emphasizing the po:nt that all these cool- 
ing systems are equipped with the company’s patented 
spray nozzle. Other parts of the book illustrate and 
describe indoor and outdoor forced draft towers, fans 
for forced draft towers, spray deck cooling towers, 
spray type cooling towers, spray coil cooling systems, 
all-metal spray cooling towers, spray ponds and acces- 
sories, spray system fittings, and spray nozzles. 


Barber Gas Burner Co. 


Issues Revised Catalog 

The Barber Gas Burner Company of 3702-04 Superior 
Avenue, Cleveland, Ohio, has just issue@ a_ revised 
catalog and price list, covering its products, including 
slotted cap jet burners with safety pilot control, bell 
baffle jet burners with safety pilot control, mushroom 
cap jet burners with safety pilot control, impinged jet 
burners with safety pilot control, patented gas burner 
jets, and gas pressure regulators. The burners are 
designed to be used in circulating heaters, banana room 
heaters, coffee urns, floor furnaces, garage heaters, laun- 
dry stoves, space heaters, steam tables, water heaters 
and numerous other appliances. The gas burner jets are 
made to be used with stoves, ranges, water heaters, radi- 
ators, space heaters, refrigerators, house heating boilers 
and furnaces, and many other gas appliances. 


Spencer Heater Co. 
Issues Sales Literature 

Spencer Heater Company of Will-'amsport, la 
is ued five pieces of sales literature describing and illu;- 
trating the construction and operation of its line of house 
heating boilers. The titles of these booklets and folders 
are: 1, “The Most Comfortable Heat in the World, Proo. 
by Spencer,” A Booklet Written by Home Owners for 
Home Owners; 2, “Convenient Automatic Heat at Low- 
est Cost”; 3, “Install Your Automatic Heater Now’ 
t “Save Money Under the FHA Loan Plan”; 5, “Ien 
joy the Most Comfortable Heat in the World.” 


., has just 


Issues New Catalog 
of Recording Gages 


The Hays Corporation of Michigan City, Ind., has 
just issued a 24-page catalog, 8'4x11 in. in size, deserib- 
ing and illustrating in detail its line of indicating and 
recording gages for draft, pressure, differentials and F 
temperature. Among the instruments listed are: Dry : 
type pointer draft gages, inclined tube, direct reading, ; 
U-tube and Vernier scale gages, and dry type draft re G 
corders. In describing the use of a draft gage, th = 
catalog says: “A boiler can not be fired without draft 
Draft being essential, the question is how much is re 
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quired? For every furnace and boiler setting there are 
ideal drafts for various load conditions and fuels. Main- 
tain these ideal drafts and you have taken the first and 
most important step in economical operation. Ignore 
draft regulation and every other attempt to secure oper- 
ating efficiency will fail. No one can see how fast the 
wind blows, and no one can measure draft by eye. Only 
a draft gage can supply the necessary information—tt 1s 
as primary an instrument as the steam pressure gage.” 
Much space in this catalog is devoted to descriptions and 
illustration of the company’s sensitive draft recorders 
and its supersensitive recorders for low drafts, pressures 
and differentials. 


New Catalog of O. B. Supplies 
and Heating Appliances 


Melchior, Armstrong, Dessau Company of Delaware, 
Inc., 300 Fourth Avenue, New York City, has just issued 
a new catalog, No. 135, entitled “Oil Burner Supplies 
and Heating Appliances,” consisting of 74 pages, 8'2x11 
in., and featuring heating appliances and supplies made 
by the following concerns: Detroit Lubricator Company, 
Minneapolis-Honeywell Regulator Company, McDonnell 
& Miler, Cook Electric Company, H. A. Thrush & Com- 
pany, Julien P. Friez & Sons, Inc., Newark Boiler Regu- 
lator Co., The Viking Mfg. Co., The Belknap Mfg. Co., 
kyan Valve Company, Gorton Heating Corporation, 
Walworth Company, Trumbull Electric Mfg. Co., Petro- 
meter Corporation, The Boston» Auto Gage Co., Tite 
‘lex Metal Hose Co., Mueller Brass Co., Hays Mfg. Co., 
Stanley G. Flagg & Co., Inc., The Bishop & Babcock 
Mfg. Co., Monarch Mfg. Works, Inc., The Hays Corpo- 
ration, Somerville Iron Works, Automatic Humidifier 
Company, Walker Mfg. & Sales Corporation, The Hot- 
stream Heater Company, and Isolantite Incorporated, etc. 


De Luxe Pamphlets 


Announce New Thermostat 
Minneapolis-Honeywell Regulator Company of Min- 
neapolis, Minn., has just issued two de luxe pamphlets 
celebrating the fiftieth anniversary of the founding of 
this concern by announcing a new thermostat—the acra- 
therm—an entirely new instrument, both inside and out- 
side. It is small in size and modern in design, and 
it is available with or without the acceleration principle. 
In announcing this new device, the company states that 
its “engineers have worked for over two years to perfect 
this control, their every effort being toward greater and 
more lasting accuracy to assure satisfying comfort to 
the home owner. Each essential part, each change in 
principle, and even exterior design, was adopted only 
after chart-recorded comparative studies showed its 
superiority.” One of the pamphlets announcing this 
new thermostat consists of 28 pages, 84x11 in. in size, 
is printed in several colors and copiously illustrated 
with high-grade halftones and zinc etchings. Exception- 
ally fine paper has been used in both pamphlets, and 
the printing has been done with such care that thev 
are attractive samples of the modern printer's art. 
The Air Conditioning Company has started in busi- 
ness at 2308 West Seventh Street, Los Angeles, Calif., 
under the management of Willard E. Brown. 
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Domestic Hot Water 


at a Bargain 


EQUIP STEAM, VAPOR 
and 


HOT WATER BOILERS 
WITH 


D> aakye 


QUALITY WATER HEATERS 


and your customers will secure 
Domestic Hot Water Supply 
at a Profit. 


EXCELSO PRODUCTS CORP. 
57 Clyde Avenue Buffalo, N. ¥ 


Ask Your Jobber 
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Patsro-uite torches save time and mumey 
| ON SOLDER-FITTING JOBS 
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® Your jobber has a wide variety of 
Prest-O-Lite torches and outfits. Ask 
him to show you the ones best fitted 
to your work. Or, if you prefer, write 
for complete information. 


TYPICAL PREST-O-LITE TORCHES 
0-61 14—Torch Outfit includes the largest of the 
Prest-O-Lite open flame torches and six feet of 
I ia a a ite ca ok $3.50 
0-6 132—Prest-O-Lite No. 2 Plumber’s Out- 
fit includes the same torch as above, an extra 
stem and mixer assembly, and 15 feet of hose 
I i es oe ar o « $340 
O-61 31—Prest-O-Lite No. 1 Plumber’s Outht 
iacludes a large torch the same as above except 
thatit has a needle valve, a 10 Ib. Pressure Regu- 
latorand 1S feetofhose . .... $8.50 


The Linde Air Products Company 
Unit of Union Carbide and Carbon Corporation 
30 East 42nd Street, New York, N. Y. 


ucC 
{n Canada: Dominion Oxygen Co., Ltd. Toronto 


.O Lite 
Pet" CAS 


Prest-O-Lite gas in easily 
portable cylinders is avail - 
able everywhere. Exchange 
stations throughout the 
country can supply you 
quickly with a full tank. 


A wealth of 
ideas for sold- 
ering, heating, 
and brazing 
are in this 
book, “‘101 
Uses for the 
Prest-O-Lite 
Air-Acetylene Flame.” Send 
for your copy today, 











HERE caulking with 

lead would be difficult, 
as in making joints in corners, 
confined places and horizontal 
lines, Smooth-On No. 5 makes 
a tight joint with least effort, 
and no fire risk or danger of 














For caulked bell-and-spigot joints at 
difficult locations, use Smooth-On No. 5 





burns. Applied cold like a putty and dependable on 
soil, gas, steam and hot or cold water pipes. Buy in 
1 or 5-lb. can, or 25 or 100-Ib. steel keg. 


Write for the Smooth-On Handbook 


136 Pages of instructions, diagrams and useful informa- 
tion for plumbers, heating contractors, shop managers 
and power plant engineers. Tells what you want to 
know about making tight joints at pipe connections, 
seams, cracks, etc., making loose parts tight, anchoring 
in wood, masonry 
and metal, etc. The 
methods outlined 
save time, labor and 
material and repre- 
sent the best prac- 
tice. Keep a copy 
on your desk. 


Sent free on request. 


SMOOTH-ON MFG. CO., Dept. 12 
570 Commanipaw Ave., Jersey City, N. J. 


Do it with SMOOTH'ON 





SHOOTH-ON | 
ne 5 


Oaxum 
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Cooperative Efforts Urged at Meeting 
of San Francisco A. C. Society 


While the word “cooperation” has been worn thread- 
bare, its meaning is as potent as ever, and just as capable 
of producing results. This was the keynote of the talk 
before the June 12th meeting of the San Francisco Air 
Conditioning Society, when Chas. T. Phillips, consulting 
mechanical engineer, drew on his experience in the field 
to show in how many ways cooperative efforts may be 
made to pay. Mr. Phillips was in charge of installing 
a. c. equipment in the Fox and Alcazar theaters, St. 
Francis Hotel, Masonic Temple, and other large San 
Francisco buildings, and is one of the founders of the 
Society. 

Among other points, the speaker dwelt on the ill 
effects of promiscuous, cut-throat bidding, “for the sake 
of volume,” which not only has resulted many times in 
unsatisfactory operating conditions, but meant the ulti- 
mate correction of such conditions at a cost in excess 
of the difference between the high and low bids in the 
first place. This, it was indicated, is usually what hap- 
pens in the early years of a new industry, and is some- 
thing capable of being overcome only through intelligent 
cooperation and organization. 

G. W. Nunn, president of the Society, read a com- 
munication from the executive secretary of the Exten- 
sion Division of the University of California, which 
carried the announcement of the opening of the second 
course in air conditioning at the University, commencing 
September 17th. This year’s course will lay greater 
stress on the commercial angle of the industry, at the 
same time eliminating its more highly involved technical 
aspects as far as possible. 





Air Conditioning Course to Be 
Held at University of California 

Dr. Baldwin N. Woods, head of the engineering de- 
partment at the University of California, announces that 
the extension division of the college will start a second 
course in air conditioning late in September. Sixteen 
evening meetings, which make np the course, are to be 
held in San Francisco. 

The first series on this subject, held during the same 
calendar months of last year, was moderately success- 
ful but did not achieve results hoped for due to the too 
technical characteristics of its structure, it is stated. 
The new series planned will deal on the application of 
air conditioning appliances and will be practical in every 
way. 

Forty pupils attended the inaugural series last year. 
Early registrations indicate greater interest in the im- 
pending series. 


/ 





James D. Lalor Called by Death 

James D. Lalor, a pioneer in the oil burner industry, 
died at Philadelphia, Pa., on June 7. Mr. Lalor had been 
associated with the oil burner industry for many years, 
having manufactured his first burner in 1897. Five years 
ago Mr. Lalor became associated with the York Oi! 
Burner Compary, Inc., York, Pa., in the capacity ot 
chief engineer, the company purchasing all of the Lalor 
patents and the exclusive right to all his equipment. 











NEW IDEAS IN PATENTS 








Printed copies of patents complete can be obtained from the Patent Office 
at 10 cents each. Address The Commissioner of Patents, Washington, D.C. . 


Heating Department 


1,998,534. Humidity and Temperature Control Device. 
Edward V. Dautel, Chicago, III. 


1,999,121. Oil Burner. Robert J. Wilson, Baton Rouge, 
La. 
1,999,040. Heating System. Clayton A. Dunham, Glen- 


coe, Ill., assignor to C. A. Dunham Company, Marshall 
town, Iowa, a corporation of Iowa. 
































1,999,309. Liquid Fuel Burner. William Edward Taft 
Athol, Mass., assignor to the Silent Glow Oil Burner Cor- 
poration, Hartford, Conn., a corporation of Connecticut. 

2,000,467. Cooling. Freezing and Heating Apparatus. 
Theodore Lindseth, Coronado, Calif. 
































1,999,209 
LIQUID FUEL BURNER 
1,999.148 
AIR CONDITIONING APPARATUS 
1,999,148. Air Conditioning Apparatus. Samuel M. An- 


derson, Sharon, Mass., assignor to B. F. Sturtevant Com- 
pany, Inc., Hyde Park, Boston, Mass. 

2,000,294. Thermostatic Structure. Robert E. Newell, 
Irwin, Pa., assignor to Robertshaw Thermostat Company, 
Youngwood, Pa., a corporation of Pennsylvania. 

1,999,076. Pipe Wrench. John W. Bauman and Stanley 


W. Bauman, Sassamansville, Pa., and Irwin W. Bauman, 
Bluffton, Ohio. 








1,999,084. Packing Ring for Pipe Joints. Louis A. Cam. 
erota, Burlington, N. J., assignor, by mesne assignments, 
to Florence Pipe Foundry & Machine Company, Florence, 
N. J., a corporation of New Jersey. 

1,998,273. Radiator. Archibald H. Davis, Jr., New 
Castle, and Paxson Winsborough, Pittsburgh, Pa., assign- 
ors to Shaw-Perkins Manufacturing Company, Pittsburgh, 
Pa., a corporation of Pennsylvania. 

















“d 
1.998.273 
RADIATOR 


1,999,084 
PACKING RING FOR PIPE JOINTS 








2,001,833. Air Conditioning Apparatus. Ruddell J. Byrd, 
Irving, Texas. 
2,001,988. Control Mechanism. Paul C. Temple, Decatur, 


Ill., assignor to A. W. Cash Company, Decatur, Ill., a cor- 
poration of Delaware. 

2.001.872. Cooling Unit. Harold A. Greenwald, Detroit, 
Mich., assignor, by mesne assignments, to Kelvinator Cor- 


poration, Detroit, Mich., a corporation of Michigan. 























IN CONNECTION THERE” 
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SAVE THE 
HEAT! 


Why let the man who 
pays the fuel bill get 
“hot under the collar’? 
There's no occasion for 
excessive “heat loss” 
when CAREYCEL, the 
superior pipe covering, 
is on the job. 


For low pressure steam 
or hot water systems, 
CAREYCEL has no 
equal. It combines high 
insulation efficiency with 
low cost. It makes a much better appearance—an 
important factor when pipes are exposed, and you 
can sell CAREYCEL at the same price as ordinary 
air cell. 





Write Department C for free sample and full details. 


THE PHILIP CAREY COMPANY 


Dependable Products Since 1873 


Lockland, Cincinnati, Ohio. Branches in Principal Cities. 







ASBESTOS 


INSULATION 




















“What—ripping out 
that pipe?” 











“Yes, it's gone al- 
ready—so they’‘re 
putting in Reading 
Genuine Puddled 


Wrought Iron 
Pipe to last.” 









For information about pipe 
problems, write 











READING IRON COMPANY 


SCIENCE AND INVENTION HAVE NEVER FOUND A SATISFACTORY SUBSTITUTE FOR GENUINE PUDOLED WROUGHT IROW 








July, 1935 


19,573. Liquid Fuel Feeding Device and Safety Mechan- 
ism in Connection Therewith. Walter W. Williams, Bloom- 
ington, Ill., assignor to Williams Oil-O-Matic Heating Cor- 
poration, Bloomington, Ill., a corporation of Illinois. 
























































2,001,876 
SHEATH FOR RADIATORS AND THE LIKE 
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AIR CONDITIONER 
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2,001,876. Sheath for Radiators and the Like. Fredrik 
W. Hvoslef, Kohler, Wis. 

2,002,038. Radiator Fitting. Frank P. McKeon, Branford, 
Conn. 

2,001,832. Air Conditioner. Walter Bandurski, Chicago, 
Ill. 

2,002,023. Air Conditioning Device. Adolph Thousand, 
Cedar Rapids, Iowa. 

2,002,235. Air Cooling and Circulating Device. Willard 
L. Morrison, Lake Forest, IIl. 

2,001,953. Heating Apparatus. Norman L. Blackmore, 
Wilkinsburg, Pa., assignor to Automatic Gas-Steam Radiator 
Company, Pittsburgh, Pa., a corporation of Pennsylvania. 

2,002,019. Air Conditioning Apparatus. George B. Mar- 
zolf, St. Paul, Minn., assignor to Farwell Ozmun Kirk & 
Co., St. Paul, Minn., a corporation of Minnesota. 

2,001,801. Air Distribution. Horace L. Smith, Jr., 




























































Richmond, Va, assignor to Thermal Engineering Corpora- 
tion, Richmond, Va., a corporation of Virginia. 

2,001,309. Air Conditioner. Charles P. Kelly, Newark, 
N. J. 
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2,001,309 2,001,105 
AIR CONDITIONER REFRIGERATOR AND TEMPERATURE 
CONTROL DEVICE 








2,001,105. Refrigerator and Temperature Control Device. 
Virginius W. Moody, Brooklyn, N. Y., assignor of two- 
thirds to Reynolds Metals Company, New York, N. Y., a 
corporation of Delaware, and one-third to Robertshaw 
Thermostat Company, Youngwood, Pa., a corporation of 
Pennsylvania. 
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Safety 


“PATROL” 





@ For accurate, full-flow water relief 
service install “PATROL” Tempera- 
ture and Pressure Relief Valves on 
all water storage tanks and range 
boilers. Their design and operation 
reflects thirty years of experience in 
supplying dependable safety de- 
vices to the water heater industry. 


Six types of “PATROLS” are avail- 
able. “PATROLS” afford an unusual 
opportunity for extra profits with 
each sale of a tank or automatic 
storage water heater or range boiler. 
Write for a Catalog Bulletin 7351. 


“PATROLS” are only sold by Recog- 
nized Jobbers. 


151 











Patrol Type ‘‘DTP*’ 
Temperature and 
Pressure Relief 
Valve. Listed by 
Underwriters’ Lab- 
oratories. Dual Re- 
lief for Dual Protec- 
tion. Temperature 
Fuse Plug Mounted 
Externally as Shown 
Above. Complete 
Details on Request. 
















































































2,001,410 1,999,687 
AIR CONDITIONING APPARATUS BOILER RETURN TRAP 














2,001,410. Air Conditioning Apparatus. Charles B. Cook, 
Los Angeles, Calif. 

1,999,687. Boiler Return Trap. John M. Dougherty, St. 
Louis, Mo. 

2,002,763. Heating Convector. Edward J. Bair, New Hart- 
ford, N. Y., assignor to Utica Radiator Corporation, Utica, 
N. Y., a corporation of New York. 
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2,002,294 
HUMIDIFYING APPARATUS OR THE LIKE 








E METHOD OF MAKING PIPE FIT- 
se TINGS OF INTEGRAL TUBULAR METAL ' 








2,002,470. Method of Making Elbow Pipe Fittings of In- 
tegral Tubular Metal. Edward S. Cornell, Jr., Larchmont, 
N. Y., assignor to American Radiator & Standard Sanitary 
Corporation, New York, N. Y., a corporation of Delaware. 








THE PATROL VALVE CoO. 
11260 Locust Avenue 


Cleveland, Ohio 











Another addition to 


our line of 
FINE BEER DISPENSING EQUIPMENT 


We Offer: 


A smart looking, fine working quick action 


beer faucet AT NO INCREASE IN PRICE! 


Just another item of the many values we have 
to offer. Why not send us a trial order today. 


Manu fadhured by 


GRAND HAVEN BRASS FOUNDRY COMPANY 
Grand Haven 


Michigan 
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HINDLEY'S Plumbers’ 
ties 
angle. 


Special- 
from EVERY 


to 


DOMESTIC 









‘‘ Little Aids to 
Big Profits’ 





make 


ENGINEERING 








stocking easier, HINDLEY'S are 
also great time-savers. In the 
HINDLEY Line you'll find an 
item to meet every need. To 
the plumber who keeps stocked 


up on HINDLEY'S these spe- 
WH cialties play a big part in sub- 
stituting PROFITS for losses. 
Order HINDLEY’'S today. 











VALLEY FALLS 
RHODE ISLAND 








PLUMBERS’ SPECIALTIES 





sage 
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Kennedy 
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Products 
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Screwed 
dey 
Fittin gs 


BRONZE 
and 


WAV a oe 
IRON 


Kennedy Screwed Pipe Fittings 
are made of dense, neeth. ho- 
mogeneous metal, accurately ma- 
chined to 0.010-in. limits, and 
their generous chamfer and sharp 
clean threads make u tight 
joints quickly. Malleable iron 
fittings are annealed for 200 
hours to assure thorough mal- 
leability, and bronze fittings are 
made of the same true bronze 
metal used for Kennedy Bronze 
Valves. Try Kennedy fittings on 
your next piping job and you 
will see why so many engineers 
and contractors standardize on 
them exclusively. 


The Regueey Va ive Mfg. Co. 
Eimirca, MN. Y. 
im Principal Industrial 
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VALVES~ /PIPE FITTINGS~FIRE Sennauen 
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2,002,294. Humidifying Apparatus or the Like. Robert 
R. McMath, Detroit, Mich. 
2,002,903. Apparatus for Making Radiators. James F. 


McIntire, Detroit, Mich. assignor to United States Radiator 
Corporation, Detroit, Mich., a corporation of New York. 

2,003,445. Fuel Distributor. John H. Ichter, Ashley, Pa., 
assignor to The Standard Stoker Company, Incorporated, 
a corporation of Delaware. 

2,003,472. Stoking Mechanism. Edward Ryan, Knox, Ind., 
and Ernest R. Funk, Galesburg, Ill., assignors to The Stand- 
ard Stoker Company, Incorporated, New York, N. Y., a cor 
poration of Delaware. 











2,003,232 
HOLLOW ARTICLES, SUCH AS PIPE FIT- 
TINGS ye LIKE, AND METHOD OF 








2,003,232. Hollow Articles, such as Pipe Fittings and the 
Like, and Method of Making the Same. Frank H. Benge, 
Norristown, Pa., assignor to Continental-Diamond Fibre 
Company, Newark, Del., a corporation of Delaware. 

2,003,827. Oil Burner. William M. Esterling, Long Beach, 
Calif., assignor, by direct and mesne assignments, of fifteen 
per cent to Henry Walters, fifteen per cent to Mary P. 
Walters, five per cent to Charles Kling and/or Ida M. Kling, Fe 
eighteen per cent to Bessie M. Cone, two per cent to Z. B. Le 
West and Franklin G. West, known as West & West, and . 
twenty per cent to Ruben F. Wussow, Santa Ana, Calif. 
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2,003,700. Oil Burner. Jerome J. Sloyan, 
2,003,624. Control System for Burners Producing High 

Temperature Flames. George D. Bower, Columbia Heights, 

Minn., assignor to Minneapolis-Honeywell Regulator Com- 

pany, Minneapolis, Minn., a corporation of Delaware. 
2,003,619. Pipe Cutting Device. Ralph J. Williamson, 

Milton, Mass., assignor to Trimont Manufacturing Co., Inc., 

Roxbury, Mass., a corporation of Massachusetts. 






































2,004,63 
DIESTOCK 
2,004,255. Air Conditioning Unit. Reuben N. Trane, La 
Crosse, Wis. 
2,004,147. Humidifying System. Robert H. Worrall, 


Washington, D. C. 


























2,004,363 
STOKER CONSTRUCTION 2.004.821 
HUMIDIFIER 
2,004,830. Pipe Wrench. Nelson G. Rector, Jonesboro, Ark. 


2,004,639. Diestock. William O. Thewes, North Ridgeville, 
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004,227 
STEAM HEATING APPARATUS 














Red Bank, N. J. 
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Production Stepped Up 


~ 


‘or alae es D maricris 


Beautiful new Smarteraft Kitchen Sink Faucets are selling like hot 
March, we have had to step up pro- 
They 
feature an original style 45 
and a first quality deep lustre chromium plate over all brass. 





cakes. First announced 


duction several times. Every one seems to like Smartcrafts. 


a convenient handle inclined at 


Smartcrafts sell on sight—just carry a few with you in the ear. 
One sale leads to another. Don't let someone else beat you to it. 


See your wholesaler today. Write to Hays for literature. 


HAYS MANUFACTURING CO., Erie, Pa. 


Manufacturer to Wholesaler to Plumber 


lumbing Brass 


ith F 


"ait, + 








DELIGHTED WITH ECONOMY AND SERVICE 
COST OF GAS CUT IN HALF 


sent in the 





The satisfied owner of this home follow 


ing information: 


“A year ago I installed a Dahiquist automatic hot water storage 
system in my home t is a pleasure to advise you that this 
has now been working twelve months and is giving perfect 
satisfaction 

‘The average reduction in my 
approximately 50% since installing your heater: furthermore, 
we have had s constant supply of clean, fresh hot water for 
both washing purposes and three bathrooms, both day and night. 
‘I highly recommend your patented automatic gas water heater 
to any owner who is going to build or modernize his home, as 
not only efficient but the most economical one that I know of.’’ 

fame on request) 


gas bill per month has been 


Learn about this adie automatic hot water storage 
system; uses 50% leas gas, gives crystal clear hot water 
day and night. 





Write for Particulars 


DAHLQUIST MFG. COMPANY 


ee WEST 3rd 


ST. SO. BOSTON, MASS. 
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MADE FOR LONG RUGGED SERVICE 








Boiler Tube Cleaners, Flue Brushes, Wire 
Heater Brushes, Handy Cleaner Brushes, 
Fire Brooms, Track Brooms. 

Tempered Steel 


The Worcester line ts complete. 
Catalog gladly sent upon request. 


WORCESTER — and SCRAPER CoO. 


10 AUSTIN STREET WORCESTER, MASS. 








No. 2075 Consolidated 
Hose Nozzle 





No. 900 Double 
Laundry Tray Faucet 





BRASS GOODS 
THAT ASSURE 


No. 7715 
Compression Stop 
and Drains 


CUSTOMER SATISFACTION 


When you install Consolidated Brass Goods, you 
can foal confident that your customer is getting the 
best there is and that your profit will not be eaten 
up by repairs and replacements due to faulty equip- 
ment. 


Standardize on Consolidated Brass Goods and net 
a worthwhile profit on every job. Write for com- 
plete information today. 


CONSOLIDATED BRASS CO. 


138 Summit Avenue Detroit, Michigan 
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Ohio, assignor to The Ridge Tool Company, North Ridge- 
ville, Ohio, a corporation of Ohio. 

2,004,363. Stoker Construction. Royce L. Beers, Detroit, 
Mich., assignor to Detroit Stoker Company, Detroit, Mich., 
a corporation of Michigan. 


2,004,636. Temperature Controlled Valve. James Pymm, 
Brooklyn, N. Y. 

2,004,821. Humidifier. Stowell W. Mears, New York, N. Y. 

2,004,227. Steam Heating Apparatus. John B. Stickle, 
Indianapolis, Ind. 

2,004,226. Steam Heating System. John B. Stickle, In- 


dianapolis, Ind. 


Plumbing Department 
2,001,230. Drain Pipe Cleaning Device. Herbert N. 
Wayne, Santa Monica, Calif. 


2,001,515. Water Heater. James T. Barrow, New York. 


ef 
2,000,899. Automatic Control Mechanism for Electric 
Motors. Augustus C. Durdin, Jr., Chicago, Ill., assignor 


to Chicago Pump Company, Chicago, Ill., a corporation of 
Illinois. 























1,999,277. Roof Sump or Floor Drain. Edward W. N. 
Boosey, Detroit, Mich. 

1,999,467. Bathtub Hanger. William B. Lucke, Wilmette, 
Il. ° 

1,999,815. Faucet Reconditioning Tool. Jesse R. Lake, 


Detroit, Mich. 























1,999.905 
WATER CLOSET BOWL WITH INTEGRAL 


FAUCET RECONDITIONING TOOL SEAT POSTS 
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1,999,905. Water Closet Bowl with Integral Seat Posts. 


Michael D. Helfrich, Evansville, Ind. | GO AFTER 
2,001,592. Ventilator Attachment for Toilet Seats. Macy 
O. Teetor, Newcastle, Ind. | NEW BUSINESS 


with 











@ Let us tell you how thousands 
of plumbers are MULE-KICKING their way to; 

@ NEW BUSINESS 

@ NEW PROFITS 

@ LARGER MATERIAL SALES 
WRITE for plan today. also samples **Mule-Kick"’ consists of 3 products. 
a drain cleaner. a closet bow! cleaner and a creme porcelain polish. WNation- 
ally advertised in The Post. Fully approved by Good Housekeeping. Sold 
exclusively through plumbers. 


J. A. SEXAUER MFG. CO., Inc. 


2503 THIRD AVE., N. Y. C. 






















2,001,538. Heating Tool. Oscar B. Mueller, Charles A ‘Ac 


" : 
The Wise Buy ... 
Hill, and John W. Tielking, Port Huron, Mich., and Gordon Wises, 


: “ACME” 
R. Jones, Rochester, N. Y., assignors to Mueller Brass Co, | (9° Gy “hoj., Wash. 
Port Huron, Mich., a corporation of Michigan. ~., On of ” W h 
be | asners 
4 . f . . es 
Tou, 


2,001,593. Air Purifying Ventilator for Toilet Bowls. Macy | 
O. Teetor, Newcastle, Ind. 








The Name 


“ACME” 











2,002,789 
SHOWER BATH CABINET 














2,002,550. Valve. George A. Robertshaw, Greensburg, Pa. | 
assignor to Robertshaw Thermostat Company, Youngwood, 
Pa., a corporation of Pennsylvania. 

2,002,630. Shampoo Fixture. Edgar A. Eckhouse, Cleve- 
land Heights, Ohio. DEVLIN 

FITTINGS 

Made only by 


Thomas Devlin Mfg. Co., Inc. . 
Burlington, New Jersey 


ASK ANY RECOGNIZED JOBBER | 


















































USE THE COUPON 









on 
PAGE 20 
(ZAPARE to get your copy of 


AIR CONDITIONING 
SIMPLIFIED 





in 
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OUALIT YT 
MERCHANDISE 
does most to 
stimulate 


CONFIDENCE 
Incorporated 1907 


THE AYLING & REICHERT CO. 
3047 NORTH ERIE STREET TOLEDO,OHIO 





is made with a heaping measure of quality 
and sold at the lowest possible price for 
equal quality. If you want quality in anything, 
you have to pay for it, and you know that 
buying quality is the only true economy. 
In the Sarco Heating System you get the 
best of engineering practice in design—the 
highest order of materials and workman- 
sthip—and proven ability to meet and satis- 
condition of long, hard service. 


M-45 


fy every 
Write for catalog 


SARCO CO., Inc. 


183 Madison Avenue, New York, N. Y. 
Branches in Principal Cities 


j 
pin 
iad 


CORCORAN One-Piece STEEL 
Bathroom Cabinets ( 


WHY? 








- OSS: tin? : Bes 3 
= a a 
: weg See 


Super crafts manship—exclusive features-—out- 
one beauty! Three important reasons why 
CORCORAN ONE-PIECE Cabinets are found 
In towering apartment building. as well as 





é 
snuggling residences of moderate price <2 
Not only do CORCORAN Cabinets harmonize— 2 
they afford positive protection against wall a 
moisture—because net a single crack. joint or = 
seam is —— Cabinet body and flange are a 
drawn from continuous piece of steel. COT 
CORAN ‘Cabinets stand alone in this respect. 

Write today for new catalog—sem!l us an order 
and see for yourself the outstanding features 


and unmatched quality that have made COR- 


CORAN Cabinets the leader in its field. Corcoran Cabinets are 


warehoused in all parts 
Manufactured of the country. 


THE FRIES & SON STEEL CONST. & ENG. CO. 


COVINGTON KENTUCKY 
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CONSUMER) 














Ji. PIFS 


Buttwelded 
Lapwelded 


Seamless 





J&L 
PIPE 





JONES & LAUGHLIN STEEL CORPORATION 


cam tmow awe Srecs 


PitrseuRGH 
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2,002,789. Shower Bath Cabinet. Edward F. Niedecken, 
Milwaukee, Wis. 
2,003,757. Continuous Automatic Water Softening. Eric 


Y., assignor to The Permutit Company 
(1934), Wilmington, Del., a corporation of Delaware. 
2,003,760. Indicator for Zeolite Softeners. Orland R. 
Sweeney, Ames, Iowa, and Thomas B. Clark, Rockford, II1., 
assignors, by mesne assignments, to The Permutit Com- 
pany (1934), Wilmington, Del., a corporation of Delaware. 


Pick, New York, N. 








2,002,451. Water Hammer Eliminator. Wallace M. Gray, 
Cincinnati, Ohio. 

2,003,006. Water Tank Cover, or Cover for Flush Tank. 
Barnett Samuel Michelson, Boston, Mass. 

2,004,023. Toilet Seat Hinge. John Uffen, Santa Paula, 
Calif. 

——_ 





TOIMULET 
SEAT HINGE 2,002,086 
AUTOMATIC BALL COCK VALVE 











2,002,086. Automatic Ball Cock Valve. Wladyslaw Dylew- 
ski, Camden, N. J. 
2,003,350. Pump. Augustus C. Durdin, 3d, Chicago, II1., 


assignor to Chicago Pump Company, Chicago, Ill, a cor- 


poration of Illinois. 




















2,003,579. Heater. John H. Conant, Holyoke, Mass., as- 
signor to Holyoke Heater Company, Holyoke, Mass., a cor- 
poration of Massachusetts. 

2,003,139. Grease Trap. George J. Dehn, Chicago, IIl. 

2,003,140. Grease Trap. George J. Dehn, Chicago, Ill. 





Prize Winner 


(Continued from Page 49) 

These are only two of the many obsolete jobs which 
we have replaced. 

One very good customer of ours who handles con- 
siderable amount of property for his family's estate, is 
completely modernizing a building, which has been idle 
most of the time, into five apartments. The plumbing con 
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tract will run $1,500.00 and a like amount for heating 
if the old system is replaced. 

Another friend of ours is converting a very large 
dwelling which, because of its size, has been vacant for 
several years, into five very attractive flats. Our share 
in this modernization is $3,500.00 and we are now figur- 
ing for the refrigeration and a stoker. 

A customer who had planned to remodel his present 
home and who had awarded the contract to us, has now 
purchased some very desirable lots and is planning to 
erect a new home instead—which, of course, would en 
tail more work. 





Hydro-Tex 


Shower 
Curtains 


and 


Window 
Drapes 
for 
Bath Rooms 





NON-RUBBER 
WATER-PROOF 
MATERIAL 








See These New Style Curtains in Our 
Booth at The 


BETTER HOUSING EXHIBIT 


Beautiful Patterns - Charming Colors - Many 
Grades of Materials 


Moersch & Degnan 


Plumbing - Heating - Sheet Metal - Stokers 


PHONE 1381 








112 NORTH TENTH STREET 











Fig. 9—The above advertisement was used by this plumb- 
ing concern in the June 2 issue of their local newspaper. 
“While on the subject of shower curtains—let me tell 
you that we have met with a full measure of success 
in the sale of this article and matching window drapes. 
In the two months since we definitely engaged in this 
line, our sales have run to the $300 mark—$100 of these 
having been sold from our large selection at the Better 
Housing showroom” 


Just today a woman came into our office and ordered 
a sink-cabinet installed. About 1% years ago we had 
quoted them on a bathroom replacement but the installa- 
tion was deferred because they felt they could not af- 
ford the type of bath which they wanted. I brought up 
the bathroom subject to her today and explained the 
FHA plan to her. This evening her husband called and 
asked us to give them figures on the installation with 
even better fixtures than they had selected before. I 
feel confident that they will go ahead with it as the plan 
appealed to them. 

It is impossible to go into detail on each installation 
we have made. Many a modernization job has developed 
from the need of a closet bowl—some from even a pair 
of leaking faucets. Whatever the source, you will be 
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NYE TOOLS 


Nye No. 25 Vise Stand 
Folding Type, for Carrying 
Furnished With or Without Nye Vises 

















OR the 


requiring 


plumber or steamfitter 
practical and well built equipment, we rec- 
ommend this folding type stand. 


ASK YOUR JOBBER 





The NYE Tool & Machine Works 
4120-30 Fullerton Avenue, Chicago, IIL, U. S. A. 
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Constant HOT WATER 


‘ 
<2 | ] 






thy METAPHRAM 
H-3 REGULATOR 


Expressly Designed for Tank Heaters 


Note this installation diagram. It is the short cut to satisfactory regula- 
tion of domestic hot water supply with any type of hand-fired tank 
heater. All connections are free from interference, and there can be no 
backing up of coal gas into the house or mtroduction of flattening air 
into the combustion chamber. The H-3 regulator is so low in price that 
any home owner can afford it. Yet it offers the sensitive and gradual 
control that you have always associated with Metaphram Regulators. 





Full stock carried in New York, 210 EB. 46th St. 


NATIONAL REGULATOR CO. 2317 KNOX AVE, CHICAGO 
LLL ALLIES LOLI TEAL LE ILE ELLY ELS ES IIE: 
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AIR CONDITIONING 


CONTROLS 


for 


Domestic or 
Commercial 


Installations 


INNEAPOLIS-HONEYWELL Air 

Conditioning Controls govern all 
phases of this work, including heating, 
cooling, ventilating, humidifying or de- 
humidifying. There are controls for every 
application, each designed to accom- 
plish its particular function with charac- 
teristic Minneapolis-Honeywell accuracy 
and efficiency. Minneapolis-Honeywell 
Regulator Company, 2801 Fourth Avenue Magnetic Shutoff Valve. Silent 
South, Minneapolis, Minn. Branch and Serine Vener enn eanteninaes 


. : : re ie seat and plunger. Especially 
distributing offices in all principal cities. designed for domestic sir washers. 


MINNEAPOLIS-HONEYWELL 


Control Systems 








Most Outstanding Location in- 


MINNEAPOLIS 


Berything at your fingertips - 
business, shopping and amusement 
centers. Real comfort — real 
luxury— at low cost. And food to 
delight the most jaded palate in 
the Dining Room and Coffee Shop 


Complete Garage Facilities 
Theodore F. Stelten — Manager 


iy 





Rates from 


he ae 


HENNEPIN avenue... ... POTEL 














able to gather from the sixty-two per cent increase in our 
business, that we are availing ourselves of the advan- 
tages of the FHA. 

As history repeats itself, so does demand under the 
FHA. In one instance a ballroom owner availed himself 
of the FHA plan and had us install a $352.00 unit 
heater job after he had deferred the work for three 
years. Now we have installed two new rest rooms in 
the same building under this plan. Approximately 


$250.00. 





The Finest Gas Range Ever Built 
THE NEW 1935 


Detroit Jewel 
On Display Soon $59.95 © $99.50 





Keep Drain Pipes Clean | Your Government offers 
Quickly Clears Tubs, an easy practical Financ- 
Sinks — Lavatories. ing plan to aid you in 


making home repairs and 
for modernizing 
purposes! 


The National Housing Act 
was designed to help yon 
improve your property and 
increase its value and usc- 
fulness. Through one of the 
simplest and most renason- 
able systems of financing 
ever devised, the Act makes 
it possible for you to make 


7 delayed repairs and provide 
ONE MINUTE better surroundings for your 
family. 


PER CAN 








.. Se 








IS THE WASHER Drop in and discuss the 
OF THE HOUR — with us or see your 
Deule Wet 2 

t 
Ration Tab Moersch 
with every 
model and 
Washes faster 





and cleaner 


Balloon roll wringers. Half turn bot- Degnan 


tom aluminum agitators. Oil-sealed 
enclosed gear case. Floating power 
mounted % h.p. Motors. Convenient PHONE 1381 


outside controls. Fully guaranteed. 














Fig. 10—Here is another advertisement, this one having 

been run on February 3. “Our sales have been diversi- 

fied covering all our fields of endeavor. Our experience 

with the FHA has shown us that it is not confined to 
any certain class of people” 


In another instance, we sold a stoker last fall. This 
customer is now purchasing a refrigerator under this 
plan and we will shortly install a complete new bath- 
room with shower curtains and window drapes. 

Our greatest achievement under the FHA (a job 
which we endeavored to cinch for two years( developed 
in the complete modernization of sixteen bathrooms in 
our leading 100-room hotel). 

Last week, after President Roosevelt signed the Bill 
increasing the allotment to hotels, etc., to $50,000.00, the 
proprietor of the hotel was advised by his banker to 
proceed with the modernization of the remaining bath- 
rooms and the addition of eight entirely new ones. With 
the approaching tourist season, Mr. Burns, the proprie- 
tor, was reluctant to upset the rooms at this time. How- 
ever, when the opportune time arrives, he expects to 











bring the other plumbing up to date. He has had no 
end of favorable comments on these rooms and the word 
has spread among travelers so that when they register 
they ask for “one of the rooms with the new bath.” 
This is a source of great satisfaction to Mr. Burns, 
which he has expressed in an enthusiastic testimonial he 
has given us. 

The rooms are done in black and white and the shower 





“We are going to build a second 
bathroom with our Home 
Modernization Loan” 



































F the one bathroom in your home does not accommo- 

te the family adequately . . if the presence of guests 

is embarrassing because of the lack of bathroom facili- 

tics . . a second bathroom would certainly add to your 

comforts and conveniences. A small room or sufficient- 
ly large space on the first or second floor will do. 

The Metropolitan tub shown has a Niedecken mixer 
which blends water to the desired temperature at the 
turn of a single lever. Bolton toilet has a quiet, positive, 
syphonic action, producing a cleansing flush with a 
minimum of water. Notice the smart, tubular legs and 
towel bars on the Westchester enameled lavatory .. 
the spacious slab . . the compact mixing fitting. 

e * 

Let us explain how the U. S. Government makes it possible 
for you to borrow from $100 to $2,000 to modernize your plumbing. 
No mortgages . . no delays. .no red tape ..no down payment. 
Lowest rates in history . . up to three years to pay. 


Moersch & Degnan 


Plumbing - Heating - Sheet Metal - Stokers 
112 N. 10TH ST. PHONE 1381 














Fig. 11—April 14 was the date on which this ad was 
published in the Escanaba newspaper. “We asked a 
local influential citizen who had just moved into his 
new home in which we had installed five colored baths, 
to renovate and modernize his former residence. We 
succeeded and now are installing a complete new bath” 


curtains, which we supplied, are black and white hand- 
painted rubberized natural silk. 

While on the subject of Shower Curtains—let me tell 
you that we have met with a full measure of success in 
the sale of this article and matching window drapes. It 
has opened up a field which we have never before 
thought possible for us to establish. In the two months 
since we definitely engaged in this line, our sales have 
run to the $300.00 mark—$100.00 of these having been 
sold from our large and attractive selection at the Bet- 
ter Housing showroom. This new development is of 
positive value to us and we are very enthusiastic about 
it. We expect to do a fine business in this line from 
now on, 

[ am thoroughly convinced that now, if ever, is the 
opportune time to drum up modernization jobs from 
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THE ‘CID’ LINE 











setting new sales records 


This year’s sales of CID Deep and 
! Shallow Well Water Systems and 
Cellar Drainers have set New HRec- 
i" ords. Dealers’ profits have soared. 
This year’s success is not a flash in 
the pan. Goulds sales have in- 
creased steadily each year since 
1931. A few territories still open— 
Write today. 


GOULDS PUMPS, INC. 210 Fall Street, Seneca Fails, N.Y. 


GouldsAutomatie Cid Pumps Fully Automatic 


CiD Cellar Drainer 
has largest capacity 


see (> OULD S 
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cspspepsse TRY IT BEFORE 
pete: YOU BUY IT 


We want hundreds of 
new users and boosters. 
The best way to prove to 
you the merit of Burn- 
ley’s Fluxes is to let you 
sample them. Write to- 
day for sample, then buy 
from your jobber. 


BURNLEY BATTERY & 
MFG. CO. - North East, Pa. 
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mon UTTLE paste wus sour 
SAONTERY & HFG CONDE 


BURNLEY'S FLUXES (/NCE 





PASTE - SALTS -LltiQutio- sTicK 1899 


Also Pipe Joint Compound 


7h | KAINER Pressure Governor 


FOR} bade WATER HEATING SY EM> boll PRICED RIGHT/ 


SIMPLEST-MOST ACCESSIBLE 
CONTROL ON THE MARKET 
ACCURATE, DEPENDABLE 
AND ENTIRELY AUTOMATIC 


tame” crevuneadene Little HOVE 


eurtte tr vw heels air silvered 


wheel with the brilliant red 
Tae PREIVGQONTET VEG. CO ENE 


Heaeyitt RY Hers tars Vian 
bcos farnes. Saunders, . 


(frown as well as Prime ty po who have made tRIMO 
eutters Pepcept Ss for SO Ys 
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WATTS 

® . . —_ 

- Plumbing and Heating Specialties 

a Backed by over 61 years experience 

. Write for Catalog 

a JOHN S. KELLY, Inc. aie 

a 210 East 45th St. Repsister sad 
New York, N. Y. - Strainer Type 23-S 

Sale Valve Me Watts REGULATOR [ie 

% COMPANY = 

a Lawrence, Mass yp 

J 

* } | _ nes 

& a |OlM 











THE “MODERN” RANGE BOILER 


_ No. 1858949 
30, 40 and 50 Gallons oe tr. 


200, 250 and 300 Ib. Test 


In the above capacities the top and body of the 
‘‘Modern”’ Boiler is formed from a single extra- 
heavy Copper Shell and drawn cold-seamless to 
the bottom, thus eliminating the top joint and 
the side seam and leaving only a) bottom joint. 
The bottom head is hydraulically pressed on the 
shell and riveted securely with Copper Rivets 
closely spaced. Over the rivets a seamless cop- 
per band is spun and sweated, reinforcing the 
joint and making a solid construction which is 
impossible to come apart under any circumstance. 
Every boiler is reinforced internally and guaran- 
a collapse. The interior is thoroughly 
tinned. 


Sold Through Wholesalers Only 


HAYES MFG. CO., Paterson, N. J. 


Established 1870 

















* The two perfect-fitting bronze { 
seats in the DART Union offer | 
{ 


your customers maximum pro- 
tection against leaks, rust and 
corrosion. The DART is the one 
union which assures them long, 
trouble free service under the 
most strenuous conditions. Order 
DART Unions through your 


° jobber. 
* Look inside the DART .. 
note the superior construction] E. M. Dart Mfg. Ce., Providence, R. |. 
oe the two ball - ground Ss A _ ion Bede 
bronze seats the heavy ales Agents: oe sae anks 
air refined malleable iron pipe } Company. Canadian Factory: 
















ends and nut Dart Union Co., Ltd., Toronto. 









































“WARNOCK: 
Triple Wear Wrenches 


The Warnock wrench is easy to adjust. The strap is arranged in such a 
way that it can be drawn a utely tight in one movement. Notice, 
too, that this strap is triple folded at the point of greatest strain. 


For chrome, brass and nickel plated pipe 


WARNOCK MFG. CO., Worcester, Mass. 
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| hotels. From my own experience and from information 
gathered from men who travel extensively, I know that 
most hotels need modernization of bathroom equipment 





Through the NOW ON 


National 


Housing Act DISPLAY 
See Them Today 





you can get from $100 to 
$2,000 on easy monthly 
payments for as long as 
three years for the purpose 
of modernizing your home. 
Your first step should be 
to consider carefully only 
improvements which will 
bring greater comfort, add 
real value to your property 
aml prove @ permanent in- 
vestment .. . Nothing in 
your home will mean more 
to your whole family in 
health, comfort and increas- 
ed property value than mod- 
ern plumbing fixtures. If 
your plumbing is old, un- 
sightly and inefficient, it 
not only detracts from the 
rest of your home but it 
may actually endanger your 
family’s health. 


_See Usat Once | Marvelously perfected 
: | DETROIT 
JEWEL 




















3 Piece Bath jonaaamnaian of Gate coveand 
Room Set Gas cdlene det san ture Ge 
values, that 


$47 .00 Moersch rye 


; Plumbing & Heating 
Complete With All Trim 112 North Tenth St. 


And Delivered we Saee - 




















Fig. 12—-Mr. Degnan states that local advertising is vital 
to the success of his business building efforts. This ad 
was published on February 21. It was featured by him 
as an answer to chain store competition. He advertised 
a price of $47 for the three-piece bathroom set in com- 
petition with the chain store price of $49.95 plus delivery. 
One of their displays has been built to show that they 
are able to compete with chain store prices and at the 
same time supply guaranteed quality merchandise 


—and some, very badly. If all hotels were to do as Mr. 
Burns did, just think: 

1. Of the people that could be put back to work 

2. The demand arising for plumbing products. 

3. The benefits derived by the hotels which are far- 
sighted enough to take advantage of the FHA. 

The manufacturer’s representative with whom we 
placed the order for the hotel fixtures is inspired by the 
consummation of this particular job as he knows how 
long we have been endeavoring to obtain this job and 
he is using this instance in calling the attention of his 
clients to the great field of work open to the fellow WH 
GOES AFTER IT. 

Our Motto: 

“SUPPORT THE FEDERAL HOUSING ACT- 
AND IT WILL SUPPORT YOU! 

Yours very truly, 
Signed, James G. Degnan, 
Escanaba, Michigan. 





Population 14,000. 
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for keyed ad- 
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mum $2.00 for 
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One tunch $4.00. 

must ac- 
company order. 
Cepy sheuld 
reach us eight 
days in ad-« 
vance of pub- 
lication date. 














Situations Open 





SALESMBPN WANTED — NATIONALLY 
known rubber company has vacancies 
available to experienced Plumbiug Spe- 
cialty Salesmen. Highest grade line 
paying liberal commissions under pro- 
tected territory. Weekly or monthly 
remittance against earned commissions. 
Give full information first letter. Ad- 
dress Key 161-D, “Domestic Engineer- 
ing,” 1900 Prairie Ave, Chicago, Ill. 





Representatives Wanted 





WANTED BY PIPE MILL HIGH- 
class sales representative, commis- 
sion basis, State of Michigan, must be 
well acquainted with jobbing trade. 
Address Key 160-D, “Domestic Engi- 
neering,” 1900 Prairie Ave., Chicago, 
Ii. 





REPRESENTATIVES WANTED: 
prominent middle west specialty house 
desires active specialty men to contact 
jobbers. Territories open: East, South- 
east, South, Northwest, Central West. 
State experience and references. Ad- 
dress Key 159-D, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago, III. 








Lines Wanted 





FOR METROPOLITAN NEW YORK, 

line of radiator valves .and staples. 
Active organization with twenty years’ 
personal contacts among jobbing trade. 
Address Key 157-D, “Domestic Engi- 
neering,” 1960 Prairie Ave., Chicago, Il. 








Wanted to Buy 





WANTED TO PURCHASE — CASH 

paid for used Pittsburg, Hoffman, 
Ruud, or other coil type automatic 
water gaaaters, Must be cheap. Address 
Key 49-D, “Domestic 1. oneieaeell 
1900 Prairi¢ Ave., Chicago, Ill 














For Sale 





FOR SALE— LONG-ESTABLISHED 

plumbing business of C. C. Schure- 
man, deceased, Jacksonville, Ill. Ad- 
dress The Farmers State Bank and 
Trust Company, Administrator, Jack- 
sonville, Ill, 





PLUMBING AND HEATING BUSINESS 

for sale, established 30 years in cen- 
tral section of business district. Will 
also sell the building where business is 
located. Address J. E. Fitzgerald, 117 
E. Kalamazoo St., Lansing, Mich. 





PLUMBING, HEATING, SHEET 
metal shop. All kinds of roofing. 


New stock of paints, on consignment. 
Stock and Tools, Work Benches, Inven- 
tory $650.00. $300.00 will handle. Near 


Detroit, Buzzard Blidg., Holly, Mich 





FOR SALE— ESTABLISHED HARD- 

ware, paints, plumbing and tin shop. 
Address H. C. Kamholz, West McHenry. 
11]. 








Books for Your Trade Library 





ALT’S HOUSE HEATING PLANS—BY 

Harold L. Alt. Will give the heating 
contractor the very latest information 
for use in designing and installing 
heating systems for bungaiows, resi- 
dences, garages and combination store 
and apartment buildings. All of the 
smaller type of structures. It includes 
design for all of the various boiler and 
radiator systems, data on accessories 
and gives full and complete layouts. 
Progress within recent years in the 
design and manufacture of heating 
equipment has been so great that small 
structural heating system installations 
present entirely new and different prob- 
lems. These are solved in this book. 
208 pages, 5%x8%, bound in cloth, price 
postpaid $1.00. 








500 PLAIN ANSWERS -e DIRECT 
witt es ON STBHBAM, HOT 
TE VAPOR AND VACUUM 
MATT G. By Alfred G. King. Covers 
the science and general practice of 
heating including modern systems of 
modified heating explained in a series 
of plain questions and answers with 
tables, rules and general information. 
It makes a splendid text-vook for the 
apprentice and an ideal reference book 
for master fitters. Has 263 pages, Be 
bound in cloth. Price postpaid $2.5 


DOMESTIC ENGINEERING 
Books Sent Parcel Post Prepaid 
1900 PRAIRIE AVENUE CHICAGO 











Miscellaneous 





PLUMBERS’ BIN LABELS. SEND FOR 
free samples. HADDON BIN LABEL 
CO., Haddon Heights, N. J. 


PATENTS AND TRADE MARKS 
Patent and profit by your inventions. 
Protect your most valuable assets. Ex- 
pert personal service. Lester L. Sar- 
gent, Registered Patent Attorney, 1115 


K Street, N. W., Washington, D. C. 








WELDING AND CUTTING EQUIP- 

ment, approved Underwriters, new 
and rebuilt, $25.00 to $65.00. Plumbers 
should have welding outfits. WELDERS 
SUPPLY MFG. CO., Central Parkway, 
Cincinnati, Ohio. 


Job Tickets, Time Sheets 


Contract Blanks, Estimate Sheets and other 
printed forms for plumbers our specialty. 
Reasonable prices and prompt attention to 
inquiries and orders. Write for samples. 


LOUIS FINK & SONS CO. 
School eee Laurel Ss Cotaen N. J. 








Have you a personnel 


No matter what your per- 
sonnel problem, Domestic 
Encinzerinc’s Classified ad- 
vertising pages present the 
best solution because they 
put you in touch with the 
best men in the industry. 
Men who are ambitious, 
who are experienced in the 
plumbing and heating field 
and who are always on the 
alert for an opportunity to 


problem~ Are you seeking a new connection? 


make a good connection. 


If it’s a salesman, contact 
man for jobbers or contract- 
ors, architects, etc., Domestic 
Enoineerinc is reaching the 
cream of these men. 


And if you're seeking a new 
connection, if you are look- 
ing for a permanent con- 
nection with a good house, 


Domestic Encineerinc Classi- 
fied advertising will tell your 
story to your best prospects. 


If you have anything to sell, 
if you're. looking for miscel- 
laneous “buys” in plumbing 
necessities, youll find the 
classified page the best 
market place. 


Tell us your problem — let 
Domestic Encineerine Classi- 
fied page solve it. 
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SEND FOR YOUR COPY 












OF THIS FREE FOLDER 


® This new folder, briefly describing thirty-nine outstanding books which every plumb- 
ing and heating man needs to have in his trade library, has just come off the press ® 
Your copy of this folder is ready and waiting for you... now ® Simply fill in and mail 
the coupon to-day ® Your copy will go forward to you by return mail. 


SEND COUPON TO-DAY 


DOMESTIC ENGINEERING COMPANY DE 7-35 
BOOK DEPARTMENT, 1900 PRAIRIE AVE., CHICAGO 
Please send me my copy of your free folder describing plumbing and heating books I need. 
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WHICH FACILITATE VALVE ECONOMY 


} Two outstanding qualities of Walworth Fig. 95 
Bronze Globe Valves are illustrated. The first is 
| the lock-on, slip-off disc holder, originated and 
perfected by Walworth to save you time and 
trouble in changing discs. The second, is a fea- 
| ture preferred by critical users because of its 
| inherent strength—the union bonnet. 
: . : ' er 
Economical valve performance is the objective 


which Walworth has attained. The sound design 
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2 features 





and practical knowledge of valve usage is further 
emphasized by such added features as the deep 
stuffing box, the rugged body construction and 
the high quality of material and machining. 
Walworth Fig. 95 is one of the complete line 
of valves which Walworth makes — so complete 
as to assure the correct valve for every service. 
Profit by this feature. It promotes truly econom- 


ical valve investment. 











VALVES 
FITTINGS 
and TOOLS 


Backed by 
93 Years’ Service 













DISTRIBUTORS IN PRINCIPAL 
CITIES THROUGHOUT THE WORLD 
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